In progress of sanitation 
wasteful methods of past 


are giving way to science 
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Coldie and Frostie 
Try Out the New Machine 


““We’re ready,”’ said Coldie, 
*‘Now don’t start to talk, 
‘Just hop on the treadmill 
“‘And start in to walk.’’ 


Work with this advertising 


VOGEL Frost- Proof 


Closets and Hydrants are 
extensively advertised to 
The machine gave a groan your customers. 
Then it started to run 


But it rocked and it shook 
Like a son-of-a-gun. 





Publications used include: 
Textile World, See inside back 


Southern Textile Bulletin, page for VOGEL 
SELFLUSH ad- 


The faster it ran 

The looser it got; 

The wheels started squeaking; 
The bearings got hot. 


Cotton, 


vertisement. 


American School Board 


But Frostie hung on Journal, 
Like the well-known leech 
Grabbing whatever 


He thought he could reach. 
Then all of a sudden 


It broke a connection 
And Frostie flew off 

In a northern direction. 
““X%’’ marks the spot 
Where Frostie descended. 
And one more invention ae , 
Of Coldie’s had ended. Number One V ogel Frost 


American School & 
University, 


Buyers Register, 
Architectural Forum, 
Consolidated Textile Catalog, 
Davison’s Textile Blue Book, 


Ecclesiastical Review, 





MacRae’s Blue Book. 


Proof Closdt. Simple in 
“We'll never crack Vogels operation. Sturdy in construc- 
“With gadgets like that,’’ tion. Halfa million in operation. 
Was Coldie’s remark, 
As he picked up his hat. Support this advertising which is helping you to sell products VOGEL 
“But don’t be discouraged, which you also install. Recommend VOGEL products when a 
“IT know of a way, your customers want high grade, seat-action closet com- 
“T’ll invent something different binations and frost-proof hydrants. Tell us how we can help 
‘And start it today.’’ you sell more VOGEL products. Let us send folders and 


blotters imprinted with your name —also stickers. 





JOSEPH A. VOGEL COMPANY Vogel Frost Proof 


; ; ‘ Hydrant. Install it 
Wilmington, Del. St. Louis, Mo. ‘es tinenene 


L, Frost-Proof Products 
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Dependable 


Dependability — a vital 
matter tousers of Plumbing 
Goods is one of the out- 
standing characteristics of 
Wolverine Products. 

But something more 
than dependability is de- 
manded from the Wolver- 
ine Brass Works—that 
‘‘“Something More” is the 
constant quest for improve- 
ments in order to maintain 
and safeguard the leader- 
ship that years of experience 
and research have won. 

It has always been Wol- 
verine policy to manufac- 
ture Brass Goods that will 
redound to the credit and 
prestige of the plumber who 
installs them. 


Wolverine—‘‘ Dependable 
Brass Goods’’ 


\VoLvertine Brass Works 


GRAND RAPIDS MICHIGAN 





We sell the retail plumbing trade 
exclusively 
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Bliss. 


Some tune ayo on this page we spoke of the history of plumbing, and the fact that there was probably no one who was quali 


fied to write a comprehensive history of the industry, and no one familiar cnough with the industry who could devote t)), 


lime necessary to make the research for such a history. With those conditions confronting the 


industry, uw looks sometimes as though there will never be such a history. 


Hike INDUSTRY is an old one, and a valuable one 

to humanity, and one which should not lose track 
of its struggles for recognition throughout the past, in 
an effort to gain still further recognition in the present 
and future. On the assumption that no one man is 
qualified to write a history of plumbing, perhaps sev- 
eral men, with knowledge and experience of different 
sorts, could, between them, gather enough information 
to make such a record of the industry. In this tssue, 
A. R. McGonegal has an article which summarizes some 
of the facts about ancient plumbing, and also talks of 
the plumber of the future. It 1s an interesting story, 
and one which everyone in the industry should read, if 
for no other reason than to be sure that he knows what 
modern plumbing methods are now being used. The 
front cover shows an old-time method of water supply, 
still used in some parts of the world. 


| HAT is Merchandising?’ is a question 
about which there has been a great 
deal of discussion in the industry since it was 
first asked in a late 1928 issue of DOMESTIC 
I-NGINEERING.. Since that time, our pages 
have been opened to readers for discussion of 
the subject, and many interesting letters 
have been received. In helping to analyze 
the question, and at least give a partial 
answer, the Merchandising Section in this 
issue contains a comparison of merchandis- 
ing in large and small communities. _ It 
‘proves its point by actually recounting ex- 
periences of merchants in our field in two 
different sizes of communities, and the story 
is titled, “It Pays to Merchandise in Large 
Communities or in Small Communities. 


N THIS ISSUE we get back “On the Job with 

Dolan & Olson” again, and the boys provide several 
more pages of interesting and amusing reading matter 
with their experiences. Jerry tells of one experience 
whereby he accidentally lost a customer, and explains 
how he got him back. He expresses his pleasure by 
saving, “So now we're two customers ahead, the one 
we lost and the one we gained.” There really isn’t any 
question of selling Dolan & Olson stories. All we have 


to do is announce that they are with us. Here they are. 


Your Zaller 


“7 )UE to some error, we did not receive our April 6 

issue of ‘Domestic Engineering. If you have a 
spare one, kindly mail it to us. Missing one issue is lihe 
missing a good day's business. It leaves a void that can't 


be filled.”"So writes M. L. Bozelle of Yakima, Wash.. 


on the occasion of an unfortunate error. 


S THE season of state conventions 
A of plumbing and heating contrac- 
tors hecomes older, one is struck with 
the spirit which has characterized most 
of the conventions this year. It is a 
spirit of willingness to admit error, 
and desire to correct that error by 
whatever means necessary. Several 
associations have dug into their 
pockets to maintain state field men. 
Others have instituted zone systems. 
Without exception, the contractors 
have found something wrong in their 
modus operandi, and are taking steps 
to correct it. 





66Q) HOOTING Heating Trouble,” by R. L. Antrum, 
is another of the ever popular trouble stories, 
which not only pique the interest but also provide good, 
sound reasons why a job may go wrong, and logical, 
sensible solutions to the problem. Sam, the hero of this 
little heating adventure, gets fully as much pleasure from 
sleuthing out the cause of trouble in a heating system as 
a, fiction detective gets out of solving a baffling mystery. 
And, due to the fact that he has an unusually active 
brain, coupled with an unusually close mouth, his solu 
tion of a mystery in a heating system is frequently as 
unexpected as those solutions in fiction stories. 


N OUR last issue in this space, a Mer- 
| chandising Section to be devoted to 
color in plumbing ware was predicted 
for this issue. That merchandising sec- 
tion has been postponed until the June 
15, 1929, issue of ‘‘Domestic Engineer- 
ing.’’ The delay has made it possible to 
make further additions to the material 
for the section, and, in looking forward 
to it, one can be sure that it will con- 
tain interesting material on the sale of 
color in the plumbing of a home. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 
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Tverblot 
WATER HEATER 


the heater that has made tens 
of thousands of friends for 
Master Plumbers by its trouble- 
free and economical operation! 


AND 


Par-X 


AUTOMATIC 
WATER HEATER 


the quality heater that “fills the 
bill” in the low-priced field. It’s 
a fit running mate for Ever Hot-- 
highly efficient--trouble-free 
operation assured! 


BUILD A SAFE AND SANE 
AUTOMATIC WATER HEATER BUSINESS 


by recommending and installing the EverHot and 
Par-X Heaters for your customers! 


Start today right by asking for folders and prices 


Tyerblot Heater Company 


Detroit, Michigan 








5211 Wesson Ave. 
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29 YEARS OF STUDY AND RESEARCH 


HEN you install a Haas 
Flush Valve you can assure 
your customer that the service from 
it will be perfect for many years. 





You can do this in all safety be- 
cause “Haas” will stand behind you. 


Twenty-five years is a long time 
to be successfully engaged in the 
manufacture of plumbing equip- 
ment. That’s how long “Haas” 
has been building its flush valve. 





The PHILIP 








DAYTON 








And in that time, we have learned 
much about flush valves, the 
conditions under which they must 
operate and the problems attend- 
ing their installation. 


The “Haas” perfected Flush 
Valve has been given every care 
in materials, workmanship and 
design. It has been made to 
overcome all of the old dis- 
advantages both of installation 
and operation. 
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‘COMPANY, Inc. 





OHIO 


UNIVERSAL FLUSH VALVES -- SILENT BALL COCKS 
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hen pride 
uides the hand 


Hy ANDEP DOWN from generation to 
generation, the piece of sterling 
silver gains prestige with the years. 





A proud craftsman created it. A proud 
owner delights in its possession. 


Quality is its own best advocate. Gen- 
uineness needs no fulsome praise. 


In brass goods quality tells. Not only 
in the visible signs of fine workman- 
ship, but in the staunch and true per- 
formance that betokens inner worth. 
To plumbing contractors who would 
forge one more link in their chain of 
seeking business on a quality basis, 
Republic Brass offers a quality product 
backed by an attractive proposition. 





<é 


; Are you receiving the Republic 
(ovr Demonstration Books? They offer 
practical suggestions for building bus- 
iness on a profitable basis. Write for 
copies today. 

The REPUBLIC BRASS Company 


and its subsidiary GRABLER-REPUBLIC, Inc. 
4900 EUCLID BUILDING .- - CLEVELAND, OHIO 


.’ 


REPUBLIC 


Makers of a Complete Line of High Grade Plumbing Brass Goods 











No. G-519—"Republic’’ Fig G - 607 —“'Republic” No. G-452—"‘Republic’”’ No. 52744 —The Republic 
Quick Compression No. 25 Quick Compression Ball Bearing Self Clos- ‘‘ Ambassador’ Swing Spout 
Plain Faucet Bath Faucet China Soap Dish ing Lavatory Faucet Kitchen Sink Fixture 
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ODAY, color is almost a command. The drab, monotoned room 
is as extinct as the dodo—and that goes for the basement, too. 


To conform to the trend, to meet the need more than half-way, 
Alberene Laundry Trays are now produced in four beautiful shades— 
canary yellow, meadow green, pastel blue, coral pink. And in 
glistening white as well. 

These new shades are as delicate in tint as the rainbow—as pertinent 
to the mode as a Paris creation—yet withal, as practical as the 
knob on your own front door. 

[f, as it has been said, ‘‘to be artistic a thing must be useful as well as 


beautiful’’—then Alberene fills the bill. And it does this at a 
price lower by many dollars than ever has been done before. 





ALBERENE STONE COMPANY, 153 West 23rd St., New York City 


BRANCHES IN 
Boston Newark Philadelphia Pittsburgh 
Cleveland Chicago Knoxville Richmond Washington 
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FOR 


The quality built into a Coil 
Steel Boiler reflects itself in 
the added years of service 
which the boiler will give. 
Coil Steel Boilers are not be- 
ing recommended and speci- 
fied by hundreds of heating 
contractors because of any 
lower original price. Quality 
has always been the deciding 
factor. Yet Coil Boilers are 
more economical in the long 
run. They save money by— 
Piving better service— using 
less fuel—lasting longer 
and requiring less attention. 
Use them for every oil heat- 
ing job. 

















MONITOR BOILER COMPANY | 


1505 Race Street +. $3 Philadelphia, Pa. 











DOMESTIC ENGINEERING 











- Longer Serv ice/ 


l‘or thirty years Williams “Vulcans” have been the favorite chain 
pipe tongs—everywhere. More of them are used than all others com- 
bined. GENUINE Improved “Vulcans” provide longer service with- 
out increase in cost. When the teeth first in use wear, simply reverse 
the double-ended jaws—-DOUBLE life at no extra expense. 


And safe? Each chain is individually proof-tested and CERTIFIED, 
assuring safety to the operator. Nine sizes for 4 to 18-inch pipe. 
Ask for literature. 


J. H. WILLIAMS & CO. 


‘The Wrench People’ 


New York BUFFALO Chicago 





IMPROVED 
CHAIN PIPE TONGS 
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THE CELEBRATED SKIP TOOTH DIE 


(Genuine Nye) 


REG. U. S. PAT. OFFICE 





NYE POWER MACHINES 


ALL GEAR DRIVEN—NO BELTS OR CHAINS 





No. 100—Capacity \ to 2 inches inclusive 
No. 200—Capacity 4 to 2% inches inclusive 
When used with Universal Shaft will operate stocks up to 12 inches. 








Gear Case running in oil assuring perfect lubrication 





QUICK OPENING DIE HEAD 
Equipped With Trouble Proof Ring Type Dies. (No Chasers) 
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A Letter from 
Harry G. Nye 


May 18, 1929. 


To the Master Plumbers of the U. S. A. 
Dear Friends: 


June may be the month of brides, 
roses and pinching-bugs, but that ain't 
all. June is also the month of the con- 
vention of the National Plumbers' Associ- 
ation. Roses may fade, pinching-bugs get 
squashed, and a bride join a bridge club 
and never be seen again, but the national 
association, like the payments on a car, goes on forever. 





The an- 
nual convention is the congress of the plumbing industry, and I wish 
to gosh we had as good a one in Washington. 


This year's convention will be held in Buffalo, where the 
baled breakfast food comes from. Nearby is Niagara Falls, the 
largest plumbing job on the continent. Eighteen million cubic feet 
of water pours over Niagara every minute, showing that the American 
people have a lot more water than they can use, or will anyway, and 
indicating that they haven't taken to water as a beverage like some 
people thought they would. 


But that has nothing to do with the Buffalo convention 
That is, not much. I hope you are going to be at Buffalo. Just 
think, the brains of the plumbing industry will all be present. Al 
the brains of the pipe-tool industry. Yes, I'm going to be there 
Of course, I don't know just what way I am going down, or in just 
what shape I am coming back. 


50 


A lot of my neighbors are advising me to drive down, and 
drive back--through Canada. They tell me, if I do drive back -- 
through Canada -- to let them know. They want me to make some in 
vestments for them over there. I asked them if they meant bonds 
they said they didn't care whether it was bonded or not, just so 
got some. I guess they want me to add to their liquid assets. 


and 


Anyway, I'll be in Buffalo, and I'll have a room, and if 
want to check your valuables with me, I won't let anybody have a 
drop without a written order. All the fellows you know will be 
there, and a lot that you ought to know. Most of the outstanding 
figures of the business will be there,some of them with such out- 
standing figures that they haven't seen their feet since the McKinley 
administration. 


YOu 


Come to Buffalo! Come edrly, and stay late. If you run 
short and want to borrow any money, you just come right to me 
tell you where all the banks are. Bring a nightshirt, but I don’ 
think you'll have any use for it. Bring an extra collar if you 
care to, but it isn't compulsory. This isn't a fashion show. Som 
of the best fellows the Lord ever made are going to meet in one of 
the best towns man ever made for one of the best programs anybody 
ever got up. Come to Buffalo and rub elbows with your brother 


plumbers. Rubbing things together is what makes them bright. 
Don't miss it! We will miss you if you do. Come and see me at our 
booth. 


Expectantly yours, , 2 


OTHERWISE KNOWN AS 


THE NYE TOOL & MACHINE WORKS 


MANUFACTURERS OF HIGH GRADE PIPE TOOLS 
4120-30 Fullerton Avenue Chicago, [Illinois 


Copyright 1929 by Harry G. Nye. 
All rights reserved. 
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| THE CELEBRATED SKIP TOOTH DIE 
‘Genuine Nye) 


REG. U. S. PAT. OFFICE 
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N : MOTO-HEATERS 


An Improved Unit Heater 
(guaranteed for Pressures Up to 200 Pounds 





OFFMAN Moto-Heaters offer engineers and heating contractors 
a line of unit heaters that insure efficient and trouble-proof 

service under all conditions—both normal and difficult. 
very heater is tested at 1000 pounds per square inch hydrostatic pressure and guaranteed 
for all steam pressures up to 200 pounds per square inch. Special method of uniting copper 
tubes to header by fusion of metal makes a permanent steam-tight joint, thus eliminating 
all danger of leakage. 
Because fins are embedded in copper tubing, a metal to metal contact is secured, which 
permits maximum transfer of heat from tube to fin. Fins have smooth surfaces to reduce 
collection of dirt and subsequent reduction in thermal efficiency. 
Hoffman Moto-Heaters furnish uniform and quick distribution of heat. On the basis of 
heat output, they are very light in weight and low in first and installation costs. 
Hoffman Moto-Heaters are made in both suspended and floor mounted styles, in a complete 
range of sizes for all industrial and commercial heating requirements. Write for catalogue 
and full information. 
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How tube is united to header by fusion of metal 














OTHER NEW HOFFMAN PRODUCTS G02 HOFFMAN - ECONOMY PUMPS 


The Hoffman-Economy line of pumps comprises There is a Hoffman-Economy Pump for every type 
Return Line Vacuum Pumps, Horizontal Con- of installation where an efficient and dependable 
unit is required for the acceleration of circulation 


densation Pumps, Vertical Underground Pumps, at Jow pressure or returning condensate to the 





Reciprocating Pumps and Air Line Pumps. boiler. Catalogue will gladly be sent upon request. 
Hoffman Specialty Company, Inc. Name. 
Dept. X-10, Waterbury, Conn. 
. Street 
Please send catalogue on 
City .. ery .. State. . 


_.. Hoffman Moto-Heaters 


.. Hoffman-Economy Pumps By. 
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Now Let’s See If This One 
Is “All Front 
and No Back” 


i rip off the mask-——it’s jacketed in color—and 
see what’s behind this new Burnham. Let’s see if 
it’s a boiler made to suit a jacket? Or a boiler made to 
be the best boiler made; and then jacketed in keeping 
with such a boiler? 


To find out, you won’t have to take off its suit of 
clothes. It comes to you stark naked. Its fine Indian 
Red, enamel steel clothes are in a separate box. You 
put them on the boiler after it’s up. They slip on as 
easy as a pair of fireman’s boots. 


Going on after the set-up and connections are made, 
the Burnham jacketed-in-color, is free from mars and 
pretty as a picture. That alone is one of your best sell- 
ing points, wouldn’t you say? 





IRVINGTON, N. Y. 
Representatives in all Principal Cities of the United States and Canada 






































16 DOMESTIC ENGINEERING 


| 





amous 
sumb guys 
of history 




















William Gallop has just come upon his 
little son Willibald. Willibald is attack- 
ing the hind leg of Father’s arm chair 


with a blunt instrument. 


*““So and so and so.”’ exclaims William. 


‘‘What the so and so are you doing?”’ 


*“*f am making a boat,”’ replies the dear 
little lad. **The bathroom is full of water 
and maybe I will give you a ride on my 


boat.’’ 


No. Willibald did not get a cuff on the 
ear—yet. Father has rushed upstairs to 
the bathroom, tearing out the last of his 
top hair. The old water closet is over- 
flowing with the real holiday spirit, ruin- 
ing the plaster and father’s disposition. 


Too bad, too bad. All this could have 
been avoided if he had followed his wife’s 


advice* and installed an Improved Madera. 


% The Madera has an unusu- 
ally large trapway which 
safely passes sanitary pads, 
eliminating stoppage. 





In addition to the Improved Madera 
at $85, America’s finest, most modern 
toilet, Maddock also offers the Mad- 
brook at $50 and the Maderno at $31. 
The Madera and Madbrook have split- 
proof white seats. All have Durock 
bodies, and large bowls and seats. All 
are unusual values for the money, 
and the plumber who carries the 
Madera at $85, as well as the Mad- 
brook and Maderno, is able to com- 
pete for all the business in his 
community with modern elongated 
closets. 


THOMAS MADDOCK’S SONS CO. 
Trenton, N. J. 
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‘Who said 





STURDY, 
RUGGED 


STRENGTH 


a 





bb wt can talk about brute strength, re-en- 
forced strength, or sturdy, rugged 
strength—you'll get them all when you 
order Square “Gees”. 


Square “Gees” fail no one. 


They come to the job with the endorsement 
of thousands of plumbers. Materials ace-high 
in quality — heat treated to produce the exact 
degree of malleability— not too hard — not 
too soft — threads accurate and clean — bead- 
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ing extra strong to stand the heavy scuffle 
with the wrench — backed by the reputation 
of the Grabler organization — 


— Square “Gees” live up to the highest praise. 
With Square “Gees” cutting costs, saving 


time and producing perfect jobs are all in 
the day’s work. 


THE GRABLER MANUFACTURING CO. 


and its subsidiary GRABLER-REPUBLIC, Ine. 
4900 EUCLID BLDG. CLEVELAND, OHIO 


Your Fitting Problem is Solved When You Say Square “Gees” 


SQUARE 
Pipe 





MALLEAG LE, CAST IRON 





“BEE” 
Fittings 


ORAINAGE, @RASS 
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No more surprise showers 
with Mueller Automatic Diverter Valve 








A new Mueller 
feature especially desirable 
for hotel and apartment tub | 
and shower installations. } 








The Mueller Automatic Di- 
verter Valve eliminates all 
danger of an unexpected 
shower for anyone not fa- 
miliar with the operation of 
the fitting. It assures of the 
flow remaining diverted to 
the tub when the side or 
control valves have been | 
shut off. | 





Four styles to choose from 
—send for complete informa- 
) tion on this new improved 
Mueller quality fitting. 


MUELLER CO. (Est. 1857) Decatur, I11. 


World’s Largest Manufacturers of 
Plumbing Brass Goods 


Branches: New York, Dallas, San Francisco, Los Angeles 
Canadian Factory: MUELLER, Limited, Sarnia 


ELLER 


PLUMBING BRASS AND VITREOUS WARE 
l J 
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Jennings Vacuum Heating Pumps 
are furnished in capacities ranging 
from 4 to 400 g.p.m. of water, and 
3 to 171 cu. ft. per min. of air. 
Either automatically controlled or 
for continuous operation. For 
serving up to 800,000 sq. fet 
equivalent direct radiation. 





Two pipe connections — 
an electrical hook-up — 
and it’s ready for work! 


The receiving tank, pump, motor and controls of the Jennings 
Vacuum Heating Pump are mounted on a single base. Tank 








RETURN LINE AND AIR 
LINE VACUUM HEATING 
PUMPS CONDENSATION 
PUMPS -— COMPRESSORS 
AND VACUUM PUMPS FOR 
AIR AND GASES —- STAND- 
ARD AND SUCTION CEN- 
TRIFUGAL PUMPS — MA- 
RINE PUMPS — SEWAGE 
EJECTORS — SUMP PUMPS 
— FLAT BOX PUMPS — 
HOUSE SERVICE PUMPS. 


® 








Jennings Pu 


THE NASH ENGINEERING CO 


and pump are connected by cast manifolds. All electrical 
wiring between motor and starter is complete and encased in 
metal conduit, 


There is no piping or wiring to be done when the Jennings 
Vacuum Heating Pump is installed. It is only necessary to 
connect the return line of the heating system to the inlet of the 
pump, join the boiler feed outlet to the boiler, and run the 
electric power to the starter. The ease and speed with which 
the job is done, save time, work and expense. 


Complete details of the construction and operating principle of 
the Jennings Vacuum Heating Pump are contained in Bulletin 


85. Write for a copy. 


CONN. 





41 WILSON ROAD, SOUTH NORWALK 
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(What the Industry Says \ 
About NIBCO Plumbing 






























HE enthusiastic response to Nibco 

Plumbing is not surprising when 
it is realized what it means to the indus- 
try as a whole in the way of increased 
profits. For some time the public has 
been sold on the idea of rust-proof plum- 
bing, and the only thing that has pre- 
vented its universal acceptance was the 
matter of price. 


Now that Nibco Plumbing has 


solved this problem with copper tube 
and compression fittings, price is no lon- 

































me NEw YOR ger a factor. 
lease “Speen Show a _— x Plumbers and Jobbers can now 
and ine” cent between? Of ar meet the demand which has been cre- 
















°Opper | ated and Make More Money than ever 

before. If you are not already familiar 

with Nibco Plumbing and its wonder- 

ful possibilities, it will pay you to send 
for complete information Today! 

Just ask for Bulletin A 179, and 


mention the name of your jobber. 



















NORTHERN INDIANA BRASS CO. 
Elkhart, Indiana 
































Sectional view of “Nibco coupling show- 
img copper tube connection. When the 
coupling mut ts tightened, the tube be. 
comes slightly compressed at the pot of 
contact, thus forming a wedge on the end 
of the tube which holds ut firmly im pos- 
stion. Nibco Fittings are made from 
the best grade of brass in all the requir- 
ed types and sizes used in plumbing. 
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The Esda 
has every requirement a fast 
selling, good will building, one 
hundred per cent satisfaction 
giving product should have. 


In order to meet the intense 
competition of today you must 
present a heater that is not only 
DIFFERENT but BETTER. 


If you examine the coil in the 
Esda you will see at a glance that 
it is far superior because of the 
fact that it presents to the flame 
a much larger heat absorbing 
surface. The burners too, are 
far advanced. They will do 
exactly what is claimed for them. 
Heat water instantly! The con- 
trol ABSOLUTELY SAVES 
GAS, because it controls ef- 
fectively the amount of gas 
burned in proportion to the 
amount of water used. 


Most good jobbers sell Esda. 
Write us for the name of the 
Esda jobber in your territory. 
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AUTOMATIC ~ i 
INSTAN TAN BY . 


HC 


Manufactured and Guaranteed by 


ESDA MANUFACTURING CO., INC. 


GARWOOD, N. J. 
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SPEND YOUR VACATIO 
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AQUAPLANING AT THOUSAND ISLANDS 











AT THE THOUSAND ISLANDS, §* LAWRENCE 








FOR INFORMATION WRITE TO THOUSAND ISLANDS GUESTS ASS'N, WATERTOWN, NWN. Y. 











Nickel or Genuine 
Chromium Plate 


J.B. WISE, INC. 


WATERTOWN, N. Y. 


New York Chicago 
Philadelphia Los Angeles 
Atlanta Seattle 











THE STANDARD OF QUALITY SINCE 1877 
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Not only “U. 8S.” Tank Balls and 
Floats, but all ‘“U. S.’”’ Royal Maroon 
Line products will give both you 
and your customer real protection 
always. 








For you it means an_ exclusive 

product. You are the only one 
who can give the high “U. S.”’ 
quality to your customer. The 

“U. S.’’ Plumbers’ Specialties are 
distributed ONLY through the trade. 


Also it means the elimination of 
free service calls, bill adjustments 
and kicks. Your customer will be 
satisfied by the ‘“‘U. S.”’ quality and 
performance. 


Investigate the ‘*‘U. S.’” Royal Maroon Line of 
Plumbers’ Specialties. See your jobber today 
and ask for the ‘‘U. S.”’ Plumbers’ Catalog, or 


write us direct. 


United states (ip) Rubber Company 


TRADE MARK 





Executive Offices: 
1790 Broadway, New York City 


aes?” MAROON LINE 


of Plumbers’ Rubber Specialties 
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Li-li. 


qnd so ~ 


NURIAM 


THE CAST IRON. CuEAQUI Suus wi WITH THE LEAD SEAT 


1S 1ow, ; in cost 


Because of the tapered contact 
principle, and because of the a. Process (rust proofing) which is 
embodied in every ‘‘Supremo’”’ Plug, iron may be used for con- 
struction throughout. This simply means that you do not have 

to pay for expensive brass and copper and yet may have all 
the ‘‘Supremo”’ features. Remember this when consider- 
ing cleanout plugs. 



































Also don’t forget, ‘‘Supremo’”’ Plugs are easy 
to work with—easy to remove—and ALWAYS 
TIGHT. 







Send for pamphlet 


and prices today. 
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t « atent Pending 


J. A. Zurn Manufacturing Co., Erie, Pa. 


Sales Offices in the following Cities 


Boston New York Philadelphia Pittsburgh oe, - Chicago Minneapolis Denver Dallas 
Los Angeles Seattle an Juan, Porto *Rico 


Se at Ne 


































Miay 


1&, 


1929 DOMESTIC ENGINEERING 


mm 


OR more than a quarter of a century U. S. Gauges have been preferred 
F by manufacturers of equipment in a wide variety of industries. 


i i —the pioneer 

Made by the largest manufacturers of industrial gauges—t er 

in amanine eneniin of a complete line of pressure and vacuum py we - 
U. S. Gauges set the standard for accuracy and dependability in every kin 
of service. Volume sales of these better gauges assure reasonable prices. 


i ith information and 
Our engineers are eager to help gauge users with in 
advice on ie proper type of gauge for their individual requirements. Your 
inquiry will receive prompt attention and your order prompt delivery. 


UNITED STATES GAUGE CO. 


44 Beaver Street New York 


PRESSURE © 


Wi), 
ioaued C 


“Jmx5 


U. S. Gauges are the last 
word in design and con- 
struction. Mechanical 
advantages comprise 
bronze springs, assuring 
freedom from corrosion: 
precision movements, 
proof against rust and 
corrosion; independent 
of case and mounted on 
socket for more accu- 
rate indication. 
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“it fits right in my business’’ 


Yes, sir, Mr. Plumber. You will like Trupar sales—and you’re 
Trupar Most Econ- just the man for it. Trupar Electric Refrigerators are quickly 
omical to Use—a installed—only three parts. Right in your line, like heating and 
Comparative Test water systems; and at a margin that really means a profit to you. 


Will Prove it! Trupar is selling through the plumbing trade. . . . Dealers every- 
where are entering this great new field. Many of the country’s 
leading distributors and supply houses are already featuring this 





Compare Trupar with any 


other electric refrigerator 








and note the contrast. Test line. You, too, should start now—the future of electric refriger- 
it; set it up against the other . " 

wii tncwn ache. Yeo? ation lies before you. 

not find its parallel among 

them—from a standpoint of Consumer demand is already created. The market is a reality. 
performance and economy, ° ° ° 

Quntiiinn auk-teae. Don House furnishing experts estimate 100,000 sales the 


og nin san dae ted first two months of the season. Ten times ten 
ca re rigeration as aireaqc, . . 
: thousand! And now you can share it with Trupar. 


tested Trupar. Now it claims 
its place! And you can 





recommend it, without re- Summer’s the big season: ‘‘Fair and Warmer’’ 
serve, Snowing that i will will bring profits. Write us for literature, mention- 
deliver ‘Performance as Prom- : . . 

ised.” ing iobber’s name. 


‘‘Performance as Promised’’ 


Trupar Manufacturing Company 
140 Davis Ave., Dayton, Ohio 
















t Trupar Distributor proposition. 
Secure the facts for your own organization 
and your progressive dealer connections. 
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No. 160 


and 
No. 1200 


1600 and 1200 
Gallons Capacity 






Heaters 


with the 





Removable 
Coil 


Feature 


RANGE of sizes from 30 gallons to 1,600 gallons, all with the same features 
of efficiency, and convenience in installation—backed up by the popular 





B & G sales policy—that’s what B & G’s offer you. This line is headed by the new , 
Giant sizes which eliminate battery installations up to 60 apartments, cutting J | 
labor costs in favor of greater profit—-Unexcelled service through leading whole- J l 
salers, carrying stock in principal cities. Air mail service on sketches. Send the WA 
coupon for full particulars. A a 
Gossett 
Cc °s 
/ 3000 Wallace 
S 


- °° 
Chicago, Iil. 


4 
B & G Heater Division, BELL & GOSSETT CO., 3000 Wallace St., Chicago, Ill.» ,.¢n**" : 


REPRESENTATIVES ae ee 
Bell & Gossett Co., B. McCloskey, M. M. Rivard, Vessey-Gilbert Co., Giant B & G Heat- 
2281 Scranton Road, 859 Paul Brown Bldg., 601 Gumbel Bidg., 2401 Chestnut St., ers, No. 1200 and No. 
Cleveland, Ohio St. Louis, Mo. Kansas City, Mo. Philadelphia, Pa. A, 1600 | 
Bell & Gossett Co., Bernard J. Mulcahy, John A. Lungstrum, Bookhout & Law, Natans 
638 Caswell Bldg. 210 B. 10th St., 9 Keely Bldg., 331 Madison Ave., fo Name........-..+eeeeeee 
Milwaukee, Wis. Minneapolis, Minn. Denver, Colo. New York, N. Y. AGGreSS....... ccc cccccccce 
Haydn Myer, F. A. Juhiman, R. L. Deppmann Co., C. U. Martin, COMPANY... ..-.cccecucceccce 
2224 Comer Bldg., 524 Virginia St., 511 Canfield Ave., Rialto Bldg., - 
Birmingham, Ala. Seattle, Wash. Detroit, Mich. San Francisco, Cal. y, > ae wo nae 
).Iu. v- -2$ 





Also Manufacturers of ‘‘*UNITEM’’ Submerged Water Heaters 
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GRINNELL 
FABRICATED PIPING MATERIAL 
Series 40 (400 Pounds W. S. P.) 

For 400 Pownds WS P aso Taal Temperanee of 730 Degram FP. 
“Sergel” Joints 
DIMENSIONS 














menos tut Sere 


pressure 100 per cent of Pipe Walls. 


© (0 Pounds W. S. P 
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E very power en gL neer 
can use this new free book — 


“TI NGINEERING Data on Pipe Fabrica- 

tion” contains 100 pages of concise, 
authoritative data, diagrams, and tables. Here 
are gathered in one ready reference, tables and 
diagrams of the Power Piping Society, the 
A.S.M.A. and the A.S.T.M. Our own extensive 
shop and field experience is authority for much 
valuable case examples and other data hitherto 
not available. 


Much of the book concerns welded and in- 
tegrally-flanged fabricated piping and cast 
steel fittings for working pressures of 400 to 
1350 pounds. The cross index supplies quick, 
ready reference to authoritative data on various 


type of welds for headers; types of joints for 
both high and low pressures; fittings, piping, 
bolting materials; hangers and supports. 


' Numerous reproductions of standard me- 
chanical drawings and accompanying tables of 
dimensions are given. The data on Sargol 
joints, reproduced above in greatly reduced 
size, is a typical example of the real practical 
value of these vital engineering data. 


Your copy of “Engineering Data on Pipe 
Fabrication” will be sent on request without 
charge. Please write on your business station- 
ery. Address Grinnell Co., Inc., 305 W. 
Exchange St., Providence, R. I. 


GRINNELL COMPANY 


Executive Office, Providence, R. I. 


Branches in all Principal Cities 


May 18, 1929 





Fabricated Piping Pipe Bending, Welding, etc. The Triple XXX line for Super Power 


Fittings, Hangers and Valves Automatic Sprinkler Systems Thermolier — {The copper unit heater} 
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HOTSTREAM Plumbers 
Get the Business eC 


It’s simple as two and two. They’re able 
to supply every need with highly efficient 
Hotstream Heaters which assure superlative 

hot water service. 


HOTSTREAM KEROSENE 
HEATERS 


give them a powerful profit-hold on the 
great suburban market—-out beyond the 
gas mains. These heaters come in three 
sizes. Their amazing capability is due to the 
Quadruple Coils of Copper and the 
Kerogas Patented Wick Burner. 


HOTSTREAM AUTOMATIC Sie See Es San rapa 
STORAGE SET ae Sn 


20 K. W. 
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gives them the opportunity of doing business 
with scores of homes having good tanks, but 
not wanting to sacrifice them for complete 
new outfits. Hotstream Plumbers, in just a 
few hours, can convert a good tank into an 
automatic storage heater—by using the 
Automatic Storage Set. It’s surprising to 
: see how many homes are interested in this 
service once they find out about it. 


: HOTSTREAM AUTOMATIC 
STORAGE HEATER 


; for homes and apartments. This is a great 

Heater because of its seven remarkable fea- 
tures—-and the fact that it places a_ side- 
arm outfit WITHIN THE REACH OF 
EVERYBODY. 


Don’t delay enjoying the business you as a 
Hotstream Plumber can command. Write 
today for ful! details on these quick-selling 

products. 
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THE HOTSTREAM HEATER CO. P 
** Makers of Heaters that Heat’’ 
CLEVELAND 4 * OHIO 


No. 20 U. B. Storage Set, List 
Price $28.00. Consists of Hot- 
stream Heater equipped with 
Barber Burner, ‘‘Thermowell’’ 
Thermostat and Draft Regu- 
lator. You supply the tank 
(alsocover if desired) and 
labor. . 





Snap action Thermostat with dual 

drilled burner or throttling type 
Thermostat with Barber Burner are 
optional on Automatic Storage Sets. 























The Powers Shower Mixer 


For Individual Showers 
It is entirely different 
from the so-called ‘‘anti-scald’’ mixing valves 


The Powers Shower Mixer has two remarkable features 
found in no other mixer. They are: 


Pressure Equalizing Valve— Without this important 
feature a Powers Mixer would simply be another shower 
mixer. This valve is a floating piston which controls and 
equalizes the pressures of hot and cold water before they 
enter the mixing chamber. 

It safeguards the bather from the annoying temperature 
fluctuations caused by pressure changes in supply lines 
due to use of nearby showers, faucets, flush valves, etc. 


Safety Stop—can be set to limit the delivery temper- 
ature of the shower. Two important advantages are gained 
through the use of this safety stop. 

1. It protects the bather from scalding caused by a 
“dead end” in the hot water supply line. 

2. It saves fuel by eliminating waste of hot water. 


Write for this Book—Our 22 page book shows test 
data, roughing-in dimensions, and lists names of hun- 
dreds of users who have brought their showers up-to- 
date with Powers Mixers. 





Fhe Powers 
Thermostatic Water Controller 


For Group 
Showers 












Baby Baths, Control Tables, Continuous Flow Baths, Car Washing, etc. It mixes hot an; 
cold water and delivers a mixture at any temperature desired. Owing to its simple desig 
and rugged construction, Powers Controllers give many years of ACCURATE and DEPEN). 
ABLE service without repairs or replacement. Write for new 12 page book. 


nce 


The Powers (Style D) Steam and Water Mixer | 


a= 












For shower baths, wash sinks, 
car washing, and industrial 
processes. Steam at 10 
to 100 lbs. pressure, and 
cold water at any press- 
ure, piped tothis Powers 
Mixer, will give you 
Cold, Warm, or Hot 
water instantly. Press- 
ure Equalizing Valve 
and Safety Stop make 
it safe against scalding. 
Write for Bulletin No. 
2035. 





Positively Safe—No Shots of Hot or Cold Water—No Noise or Water Hammer 


The Powers No. 11 Regulator—For Hot Water Heaters 


Powers has the most complete line of temperature regulators made for all types of wated 
heaters —Self-operating Regulators, Compressed Air operated Regulators and Water oper4 
ated Regulators. Get the right regulator for each job. Our nearest representative wi! 
Write for Bulletin No 


help you to select the type of regulator that will give best results. 
2035. 


POWERS 
TANK THERMOMETER 


POWERS Noll 

REGULATOR 

amen * A 
BULB 


C) YQ 











InLET 

















THE POWERS REGULATOR COMPANY 


35 Years of Specialization in Automatic Temperature Control | 


Offices in 37 Cities « 


2720 Greenview Avenue, Chicago, Ill. + 


i 


+ 


137 East 46th Street, New York 
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OU do more than eliminate smoke ‘| 
when you install a ““RICHARD- : 
SON”? Smokeless Round Boiler. You oe 
are preventing the escape of heat at ; 
the same time! i a 
Hamme Many a home owner who might not | el 4 
: object so strenuously to a little soot | RRS Fs ; 
and smoke can be made to buy this \, baie wi, ‘ 
leaters boiler for its economy. The special x a oat 
m hot blast makes good use of unburned 2. - : 
es of wate ° 
Vases ena gases. It transforms them into heat! - 
he tated ‘ol What formerly went through the ‘. 
chimney as smoke goes through the 
registers in the form of warmth. j 
Here is a boiler that is simple to sell. “ 
Your prospects are not hard to find. 
\ Just look at the chimneys in your ae 
) neighborhood. Where there’s smoke, 
\ there’s a possible customer for the 
\ | “RICHARDSON” Smokeless Round 7. 
\ I Boiler. 
| 
——_—— i believes in utmost protection i 
——— ge sae othe "heel link wat “RICHARDSON” 
— 7 factory and consumer. Smokeless Round Boiler : ai 





Ricnarpson 6 Boynton Co 


| Manufacturers of “Richardson” ‘Perfect’ Heating and Cooking Apparatus Since 1837 ie 


w York 260 Fifth Ave., New York, N. Y. Utica, N. Y. < 


NEW YORK UTICA NEWARK PHILADELPHIA BOSTON CHICAGO BUFFALO MINNEAPOLIS : 
CINCINNATI DETROIT PROVIDENCE 















Listed as Standard 
by The Underwriters” 
Laboratories 

















Automatic. 
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Needed by 
Homes, Cottages, 
Schools, Churches, 


Factories. 


No wicks. 
No weights. No springs. 
No pressure. 


Burns oil, Furnace oil, 
Kerosene. 


Attractive, Durable. 








SAVES TOIL 


Mail coupon or wire 


TERRITORY GOING FAST 


The steadiest selling—surest profit building specialty on the market 1s 
still available on a liberal franchise basis. 


The Piatt Oil Burning Water Heater is the steadiest seller because it 
wins instant approval where hot water is needed. The Piatt burns or- 
dinary furnace oil—is entirely automatic— “Usted as standard by The 
Underwriters’ Laboratories—heats 10 gallons of water for i cent. Makes 
no ashes, dirt or odor. Very attractive and durable. 


The Piatt Oil Burning Water Heater is a sure profit builder because it 
sets up without specially skilled labor—needs no gas or electric con- 
nections—requires practically no attention—operates entirely automati- 
cally and every sale makes a good customer. 


There is a trade building plan, mechanical layout and sample franchise 
waiting for you—send coupon or wire now. 


MOTOR WHEEL CORPORATION 


Heater Division 


LANSING MICHIGAN 





Motor Wheel Corporation 
Heater Division LANSING, MICHIGAN 
Send me at once, full information and profit- 
building plan on the Piatt Heater. I am not obli- 
gating myself but will study the details carefully. 


as tree he meee Raid mc emee 
(Please print or ty pewrite) 

EL ee Pe a ny rE EN 
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My Business..------. RC eT ee 
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A modern bath and dressing room, designed by Ely Jacques Kahn, 




















Architect, New York City. 





Re: 


a? 


Plumbing fixtures and fittings by Kohler of Kohler 


Kohler Colored Fixtures 


Gu the Ml elrop olitan' Museum of Art 


MERICA’S most famous museum, the Metropolitan 
in New York City, is exhibiting a group of modern 


rooms designed by some of the country’s 
greatest architects. 


An outstanding feature is the bathroom 
pictured above, the work of Mr. Ely Jacques 
Kahn. Of special interest to the plumbing 
trade is the fact that Mr. Kahn personally 
selected Kohler colred fixtures in jet black, 
with chromium-plated Kohler fittings. 


Every detail of this bathroom, from its 
walls of colored glass to its floor of yielding 
rubber, shows the growing importance of the 


Kouter Co., Founded 1873, Koncer, Wis 


To match the beauty of jet black 


Kohler Axtures, Mr. A. ah 
chromium plate 


Kohler fittings in 


Shipping Point, Sheboygan, Wis. 


" chos f 


bathroom in the minds of architects. 





And here ts convincing 


evidence, too, of the approval that Kohler colored fixtures 


have won from those who are planning to- 
day’s finest bathrooms. 

Few plumbers, of course, will ever have 
a chance to install a Metropolitan Museum 
bathroom. But this magnificent room its a 
sion of the times that every progressive 
plumber will read —and this is what it says: 

People are demanding more beautiful 
bathrooms and finer plumbing fixtures. And 
the plumber who sells Kohler fixtures ts the 


man who can give them what they want. 


Branches in Principal C: 


KOHLERor KOH LER _ 


‘It Pays to Modernize Y our 
Plumbing and Heating’ 
K OH L 


LOokK FOR T H E 


FE 
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Plumbing Fixtures . 


R 





1929, Kohler Co 
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eplace10-Worth of Pipe? 
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but its foo late Now - --- 


‘THE grief and disappointment that 

come from using cheap pipe can be 
avoided in just one way. The way is not 
to use cheap pipe. 

The time to guard against such troubles 
is before the work of installation begins. 

When you figure all that you have to 
put into a job, including a proper charge 
for overhead, you know a little extra 
allowance for good pipe wouldn’t 
change the total much—probably not 
more than 5%. 

After the plumbing or heating system 
has been in use eight or ten years and 
begins to break down, your Customer 
would be very glad if he could strengthen 
the lines and double their life for an 
extra 5% or even 10% above the original 
cost. 

It can’t be done, of course—not then. 
But it can be 
done now. 


Established 1864 


Now is the time to safeguard your cus- 
tomer’s interest, do a job that you can 
take pride in, and incidentally make a 
better margin of profit for yourself. 


Bid on cheap pipe if you must, on ac- 
count of competition; but bid two ways 
and show the property owner how small 
the difference is. He understands in a 
general way that pipe failures are serious 
—that they may entail tearing up walls 
and floors, damage to his building, in- 
convenience to tenants, complaints, 
complications, and loss; but he doesn’t 
understand how little it costs to insure 
against these things. Show him, and he 
will appreciate it so much that he will be 
disposed to give you the job even if your 
price is not the lowest. 


Submit Alternate Bids, in other words. 
You'll find it commands respect every 
time and gives you a much better chance 
of getting the business. 


A. M. BYERS COMPANY, Pittsburgh, Pa. 


Distributors in all Jobbing Centers 


BYERS PIPE |: 


GENUINE WROUGHT IRON 
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(007 Extra Life of 
Whole System Insured 
By Using BYERS PIPE 





Cost doeuneians of 3 33 Pipe Systems 
The diagram shows the relation between 
the cost of pipe and the other items in an 
average pipe system. Failure of the pipe 
carries with it failure and ruin of much 
more costly materials, and staggering 
replacement cost. Note the very small 
— of pipe cost to the total cost 

of the pipe system. 








LABELS FOR ALTERNATE BIDS 


A supply of Alternate Bid Labels will be 
furnished to any Plumbing Contractor on 


request. Simply paste one on any piping 
bid, to ~~ | the small extra cost if 
ou’ll be surprised at the 


Byers is used. 
welcome this 
receives. 








mates. Also your free 
——a Cost of Pipe.”’ 


"2... or heating contractor) 


A. M. BYERS COMPANY 
Dept. D-11, Pittsburgh, Pa. 
ee cost to me, please send Name 





. Byers Alternate Bid 
Labels for use on all piping 208 vv 
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BY-PASS 
REGULATOR 
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CAbsol. Y | 
bsolute Control 
of Nots Water 
ry? ‘ a } 
A all water pressures, high or low, the > 
\ Curtin ballcock controls the flow of \ 
water. By-pass regulation restricts or accel- 
erates water flow according to pressure of 
locality. | 
| In sections where pressure is very low, and / 
| | by-pass 1s opened wide, the rotary feature 
\ of the Curtin ballcock still controls the noise | 
\ of rushing water. 
y Used as regular equipment in the finest (| 
tanks of sever leading pottery manufac- 
- turers.* 
\ wey) ; 
2, | *Names upon request. 
| ia 
ath ‘| ’ 
Da sake A. F. CURTIN VALVE CO. 
i 3 BAK: Me Sry eal) Medford, Mass. 
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Saving 
Fifteen 
Pereent 








HERE’S no doubt that Ohio Brass valves go on the 
T line in the shortest time. But have you ever stop- 
ped to figure what that means to your profit? Just 
this—the reduced make-up time meansa 15% lower- 


O. 40 Line Ohio Brass Hot cost—added profit to you. 
Water Radiator Valve. Ac- 


curately threaded and _ tapped. Ask your wholesaler’s salesmen to show you an Ohio 
Ruggedly built. Designed to Brass valve. Inspect it yourself—see its accurate thread- 
save time in the make-up. Avail- , . 

shie at lendiew wholesalers in all ing, its general, all around good quality and 
the standard sizes from }-inch to excellent workmanship. Then use them on your next 
2 inches. contract—figure your savings—you will always use Ohio 


Brass valves thereafter. 


Ohio Brass Company 
Mansfield, Ohio 


1070V 


PORCELAIN | 


a 
| INSULATORS | 
LINE MATERIALS 
RAIL BONDS 
¢ CAR EQUIPMENT | 


MINING 


PITTSBURGH ATLANTA CLEVELAND a 2) 
ST. LOUIS SAN FRANCISCO LOSANGELES (' p 











“ NEW YORK CHICAGO 
PHILADELPHIA BOSTON 
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HIGH IN HEAT TRANSFER 


the boiler room of any 


ALK into 
big building where Fitzgibbons steel 





boilers are giving, day and night, year 
’round fuel saving service. 

Look in the combustion chamber—an 
even spread of intense glowing heat. The 
temperature is at the maximum in that 
fiery vault. Now walk to the other end of 
the Fitz ay your hand on 
the rear flue door—you can rest it there. 
Open the flue doors. Still no great heat. 
What more simple and convincing evi- 





dence of the high heat 


FITZGIBBONS 
transfer of Fitzgib- 
bons Steel Boilers? 


BRANCHES AND 
REPRESENTATIVES 


Baltimore 





Boston 
Bridgeport 
Buffalo 
Detroit 
Louisville 
Pittsburgh 
Pittsfield 





BOILER COMPANY 
970 SEVENTH AVENUE, NEW YORK CITY 
Works: Oswego, N. Y. 


FITZGIBBONS 
STEEL BOILERS 


The heat has been absorbed by the water. 

Fitzgibbons Steel Boilers are of distine- 
tive design to secure maximum heat trans- 
fer. Of multiple fire tube single flue pass 
design they are quick steaming. They have 
repeatedly demonstrated fuel savings of 
20% to 40°. Their maintenance cost is nil. 

Available in any size from 300 sq. ft. to 
36,000 sq. ft. steam rating, they come to 
the job complete, tight, set-up, ready for 


service. Minimum installation costs and 
maximum fuel economy make Fitzgib- 


bons Boilers the first 
choice of both con- 


tractor and owner. 


BRANCHES AND 
REPRESENTATIVES 


Philadelphia 





Reading 
Richmond 
Rochester 
San Antonio 
Syracuse 
Winston- 
Salem 
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No Wonder It Costs 
Like the Devil to Run 
a Plumbing Supply 


Warehouse or Store. 






















A million shapes... bulky, unwieldy articles 

. . elusive little gadgets... handling a line 

of plumbing supplies in shop, store or 

warehouse calls for all the tricks of an ex- 

pert juggler... and creates some real prob- 

lems in space saving, accessibility, orderli- 
ness and the like. 


Sheet Steel Shelving Provides the 
Way Out—Saves Space—Can’t Burn 


Sheet Steel racks, shelving, bins and partitions take 
mas <=> many of the puzzling perplexities out of a stock of 
Wey [ ~L, plumbing supplies. 


tL $s | | 
S- eae Being demountable and adjustable, Sheet Steel 
© Ge s 
SR. ae 


shelves and partitions can readily be expanded, con- 


tracted or rearranged to fit changing stocks. Every 
Old Heater (at left) with 9 large Cast- * : a 
ings weighed 244 Ibs. Same Heater “onery” shaped valve, nipple or fitting can have its 
(at right) with Pressings instead of 

Castings weighs 134 Ibs. place, no matter how hard to stock or arrange. 


Look at these Gas Water Heaters, made in 
Pressed Steel; you can sell them 


Steel Warm Air 
Furnaces welded 


ia eae wisee. ic) om for less than $100. 

They do not { 

faa ta ae tele mer teles. 7 ay ok ; ; 

heat and gases to tien) ) That’s another way in which Sheet Steel is helping 
escape. =e | ; ee: ; ; ; 

the plumber— giving him standard articles at big 

reductions—so that he can sell to a wider market. 


If you do not know the manufacturer of this gas 


S heater we will gladly tell you. 
aVE 


Let us tell you also, more about the savings and 


S conveniences of Sheet Steel. Ask for the names of the 
h | makers of Sheet Steel shelving and bins, etc. Write 
AVAVA | T T =. = Department DE, Sheet Steel Trade Extension Com- 
mittee, Terminal Tower Building, Cleveland, Ohio 


SHEET STEEL EMPLOYS 500,000 MEN 244 TALK WITH THEM 








y 
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SPRAYED 
GLISTENING 


WHITE 
with a formula 

















of our own ~ ~ 








‘STASCO No0.358 
Empire White 
Finish 








The “STASCO” Empire White sprayed and formula, have given full, lasting satisfac- 
seat is not to be classed with anv other tion through the hardest service for two decades. 
sprayed seat. We say this because we do They do not crack nor discolor; they are of a 
not employ a generally-used method of pure, glistening white; and the heavy Pyralin 
spraying nor a common-property formula. coating 1s applied over a sturdy core of clean 
Through independent research, begun a birch or maple. 

veneration ago and carried on =p de- ve ane neta hendling.“STAIOO" 
veloped a formula of oo oe Sa Seats, note the three attractive styles and 
, . . P 66 A , ae 

spray pure sheet Pyralin. STASCO,” the quick sellers illustrated—-then write for 
seat of eternal whiteness, is the result. complete information on the “STASCO” 
“STASCO” Seats, produced by our method Line. 

| 7 - T | Y 
STANDARD TANK & SEAT COMPANY, Camden,N. J. 











“STASCO” No. 360 “STASCO”’ No. 196 


Empire White 
All-white even to the hinges, 
this seat. like all“STASCO”" 
‘Empire White” Seats,isfully 
guaranteed. 


Empire White 
Designed to reduce the visi- 
bility of the nickeled hinge, 
presenting only the clean 
“Empire White” finish. 








DOMESTIC ENGINEERING 


ee 











iif h \ \ 
mi 


Dy //) 
OHI 








May 18, 1929 





stands the gaff .. it’s harder 








F course no one has any intention of 

thumping a finished insulation job 
with a step-ladder but accidents of this 
kind will happen. So the stronger a pipe 
covering is, the more certain you are that 
your finished job will remain a credit to 
your workmanship. Remember, too, that 
an owner is better pleased with a job that 
maintains a good appearance for many 
years. And this applies alike to those who 
own small or large homes,—commercial or 
industrial buildings. 


It therefore follows that the appearance of 
a finished job is most important to the repu- 
tation of any plumber and steamfitter, or 
heating contractor. On that account, those 
in the trade, having tried for themselves and 
found that Asbestocel is the quality material 
we Say it is, are swinging more and more to 
the use of this trade-marked and nationally 
advertised product. The general trade ac- 
ceptance of this material is one of Johns- 
Manville’s greatest assets. Want to know 
some more? Mail the coupon! 








| Johns-Manville 


IMPROVED ASBESTOCEL 


New York Chicago Cleveland 


{Branches in all large cities} 


Name- 


Address — — 





JOHNS-MANVILLE CORPORATION 
San Francisco 


Toronto 


Please send me complete infofmation about “Improved Asbestocel.” 


“A615 





ee ee rere 








29 


een 





May 18, 1929 


DOMESTIC ENGINEERING 














Another feature you'll 
like is the quick change of 
dies—it takes only a 
minute and a half to re- 
move one set and put in a 
complete new set. No 
waste of time in changing 
from one thread pitch to 
another 











machines 


You’ll make more money on every job 
with the new WILLIAMS Portable Pipe 
and Nipple Threading machine— 

Because this is a real machine tgol, 
complete in every way, designed and 
built to cut accurate threads that 
make tight joints. 


Threads all pipe sizes from %4-inch 
to 2-inch with its regular 


die head— 


And the WILLIAMS Portable has 
plenty of reserve power to thread pipe up 
to 8 inches in diameter, and even larger, 
with Universal shaft hook-up. 


Get your work done three 
times faster with this 
“Ace” of threading 









41 















With the regular die-head, cuts accu- 
rate threads that make tight joints on 
l4-inch to 2-inch pipe. Threads close 
nipples and as short as 3 inches without 
nipple holders. 


Write for our folder “‘O”’ giving full 
description. And let us quote you on 
this “Quality machine at a Quantity 
price’’—a new low price made possible 
by new production economies in our 
specialized plant. 


WILLIAMS TOOL CORPORATION 


ERIE, PENNSYLVANIA 
Canadian Plant, Brantford, Ontario 





neers 
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This Fast, Sure Plumbing Estimator .. . 
Salary—20 Cents Per Week 


Right now this big Clow Bulletin is saving better invoice checking. Faster, better 
time, money and gray hairsfor more than pricing. All these and more are yours 
5000 American plumbers. when the Clow Bulletin ‘‘estimates’’ for 


450 pages, plus special loose leaf sheets of YOU: The “‘salary”’ is less than 20 cents 


quotations and data, keep you supplied per week. 

with prices, information, photographs and = Cjow Bulletins have been in business for 
descriptions of every modern appliance 13 years. If you have not been using them, 
commonly used in the plumbing business. send for one now. You'll save the price of 


Faster inventories. Better buying. Faster, anew hat—we wager—in the first week. 












SHOOOOSGOOOOOOOOOOOOOOOOO OOO OOOO OOOO OOO OOO OOOO OSES 









a a 


v 
tatgtatal,ss, 


M66. U.8.PAT.OFP. . 
ti Mail to 


JAMES B. CLOW & SONS 
201-299 N. Talman Avenue, Chicago, IIl. 


v v 


Clow Bulletin 


SUBSCRIPTION 


We hereby subscribe for the Clow Bulletin at the rate of 83 cents per month ($10.00 per year). 

Upon receipt of the Binder and Bulletin pages we agree to pay, at the monthly rate, the proper amount to carry our subscription 
until September Ist, and we further agree to pay thereafter the subscription price of this Service ($10.00) annually in advance. 

And we further agree that the title of ownership to the Binder and Bulletin pages shall rest with James B. Clow and Sons and 
that upon our failure to renew our subscription at the end of any fiscal year (September 1st), or upon repayment to us by said 
James B. Clow and Sons at any time of the unearned portion of our subscription, we will surrender to said James B. Clow and 
Sons, or its authorized agent, the aforesaid Binder and Bulletin pages and this subscription shall be immediately terminated. 

Nothing in this agreement shall obligate James B. Clow and Sons to publish or maintain the Clow Bulletin, the subject of 
this agreement, except that if the publication of the Clow Bulletin is discontinued after the receipt of our subscription we shall be 


repaid the amount of the unearned portion of said subscription. 
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A Complete Radiator— 
not just a cover 


Notice that the McQuay Radiator 
takes air from near the floor, heats it, 
and then sends it out into the room, 
in a horizontal direction, with 
sufficient initial velocity to keep a 
constant flow of heated air moving 
into every corner. 


A humidifying pan provides. the 
moisture needed for healthy, com- 
fortable heat. 


Due to the complete circulation, and 
the greater heating effectiveness of 
moist air, comfortable warmth is 
maintained with lower radiator temper- 
atures. 
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Even a piping hot radiator can’t properly heat a 
room unless the warmed air is circulated. With a 
McQuay (See diagram at left) the warmed, air is 
driven into the farthest corners—keeping every spot 
in the room at practically the same temperature. 









Cabinet 
RADIATOR 


Clean: It sends the heat it may be finished to match 
out—not up. Soitcan’t the woodwork. Its beauty 
“smudge” the drapes, cur- _‘/has an appeal that actually 
tains and walls. helps rent and sell apart- 
ments and homes. 

Attractive: The graceful, Indestructible: The cop- 
unobtrusive cabinet of per heating unit (entirely 
heavy fur niture steel can = enclosed by the cabinet) is 
be painted or enamelled immune from rust and cor- 
any color desired in har- _rosion, will not ‘‘clog,’”’ and 
mony with the decorative is as near everlasting as a 


a’ 


treatment of the room. Or, 


radiator can be made. 





Prices and Specifications from any Heating Contractor 


MCQUAY RADIATOR CORPORATION General Sales Office: Pure Oil Building, Chicago 


Boston: 10 High Street Cleveland: 291 E. 149th Street New York: 2148 Graybar Building 


Newark, N. J.: J. F. McLaughlin Co., 738 Broad Street Pittsburgh: Bushnell Machinery Co., Century Building 
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Cusie 


SEPTIC TANK 


5 
j 


MADE MO / of 


Ingot\/ Iron 


Arr tel 1 
NOUStinNe Company | 


Perry, NY 








You Can Netther ‘*Y es’”’ Quality Nor 
Advertise Quality into a Septic Tank. 
You’ve Got to Build It There! 


N° ONE doubts the outstanding quality of genuine 
Kaustine Armco Ingot Iron Septic Tanks. They 
have been tried and tested too many times. They have 
too many years of satisfactory service behind them to 
leave any doubt in anyone’s mind who knows septic 
tanks. 


As you know, Kaustine has contributed practically 
every worth while advancement ever made in the de- 
signing and construction of septic tanks. And this 
record of accomplishment is npt going to be sacrificed 
by putting the Kaustine trade-mark of quality on any 
tank that does not measure up to Kaustine standards. 


When you recommend and sell Kaustine quality you 
put your good name behind a septic tank that has its 
quality built into it, 


aqusline 


SEPTIC TANKS 





oo & Se ao ie io . Se 
KAUSTINE COMPANY INC. 
15 Main St. Perry, N. Y. 


Ask us to show you why Kaustine Septic Tanks are * 
the recognized standard of comparison. And let us ex- 
plain why they cost no more to buy and sell than many 
cheap steel tanks of doubtful quality. There will be no 
obligation on your part. . 
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GENUINE 


ARMSTRONG 


HINGED PIPE VISES 


New Series 











WRITE 


At last f All the worthy features of Hinged 


* Pipe Vises competently built into osama 
one vise. That’s the New Armstrong. The orig- INFORMATION 


inal patented features that have made the gen- 
uine Armstrong the favorite, since it was invented 
over fifty years ago, are there. A pack of new fea- 
tures have been added. 


Added weight and strength have been given where 


needed most. All useless weight has been removed. 


You'll have a tough time wearing out or breaking this guaranteed vise. 
The jaws are the finest you can buy—by far the finest. 














An exclusive feature is the | BEAM structure throughout. This means 
maximum strength. The one piece slide is another distinctive feature. This 
slide runs on the outside of the frame insuring sure, easy operation. It holds 
the upper jaw permanently in place. This jaw can't be lost. 


There are three models for all work: 
The STANDard Line, made in five sizes totake the Standard Line but made for heavy work. Four 


pipe from 4 to 4% inches. It’s drilled to fit stand- sizes for pipe up to six inches. 
ard portable vise stands. You can mount it on any The Kit (Clamp Type) Vise. Light enough to 
table or bench. This vise has no front apron. carry in any kit. Strong and husky. Fits on any 


plank, bench, post or partition. No lag needed for 
The Heavy Duty Line, has all the qualities of mounting. Three sizes for pipe up to 2'% inches. 


The ARMSTRONG MFG. CO., * seec°" BRIDGEPORT, Conn. 


FOUNDED 1869 


New 


SoM STURDIER fief! EASIER 
a LIGHTER Sage? LASTING Vee 


J °. 
‘se 
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~ 
* 
Z 
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Order ) 


from 
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Why try to GUESS 
which Tire is Best ? 


Now Plumbing Contractors 








can stop wondering which 





truck tire to bu Ly 


ETERAN tire buyers are apt to be 

skeptical about tire claims. ‘‘ How 
do we know your tires are better?’’ They 
ask. ‘* Prove what you say.”’ 


Dunlop Tires are better. Forty-one years 


of tire building experience . . . the most 
skilled craftsmanship . . . the finest Egyp- 
tian long-staple cotton . . . the toughest 


rubber . .. make Dunlop Pneumatic Truck 
Tires absolute gluttons for punishment. 

As proof of that fact, Dunlop bonds 
these tires, with the first and the only 
bonded guarantee that applies to pneu- 
matic truck tires. 
































For a full year, this Dunlop Surety Bond told their friends. These friends have asked 
covers your truck tires against every con- _—to see a copy of this bond. It sounds too 
einen ceivable road-hazard ... accidents, colli- | good to be true, they say. 
= sions, blowouts, rim smash, even troubles A 2¢ stamp brings proof ~... 
. where you feel your own drivers are at fault. So we'll gladly send proof ... a Speci- 
AM a Only a better tire. . .a much better tire men copy of the Surety Bond that goes 
ate dl im ... could live up to such a guarantec. But with Dunlop pneumatic truck tires. Then 
of New York Dunlop takes little risk, be- | youcansee for yourself. 
cause Dunlop knows the tire is This specimen bond is free. Won't you 
better. The bonded guarantee mail the coupon for it now? 
1S merely evidence of Dunlop S SSSSRSSSESRSESSESSEERSERSERSSERSSESESEEREEEESEeeeeeeees 
confidence. THE DUNLOP TIRE AND RUBBER COMPANY 
, ; Department 333, Buffalo, N. Y. 
Experienced tire buyers have I want to see a free specimen of this Dunlop Surety Bond that covers 
pneumatic truck tires. I'm not obligated in any way whatever. 


been amazed at this Dunlop 
Surety Bond,andatthetrouble- yi», Soden 
saving service which Dunlop 
Dealers have been able to ren- 
der on their tires. They have Gity uF Prete 


DUNLOP 


BUILT TO STAND ABUSE: BONDED AGAINST ABUSE 


Address — ‘ ee 
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Nise 


MORE BUSINESS 
Just naturally follows 


A DAYTON INSTALLATION 


HERE’S a two-fold purpose in the sale of 

DAYTON Water Systems. First, there is a 
satisfactory profit from the sale and installation 
of the pump or system itself...and DAYTONS, 
with lower prices, increased capacities and new 
SILVERD finish, are easily sold. Second, there 
is another profit from the sale and installation 
of the additional fixtures, which must follow 
a DAYTON sale. 


There’s plenty of business waiting for aggres- 
sive dealers...among the thousands of people 
who are seeking running water under pressure. 
You'll find them beyond the city water limits, 
in the suburbs, on country estates, in summer The DAYTON No. 35 Unisystem...One of several sizes 
homes, on farms, etc. Go after this business The coupon below will bring com- 
with DAYTON Water Systems. The DAYTON plete information. The Dayton 
line will give you a pump to fit the require- Pump & Mfg. Co., Dayton, Ohio, 
ments...and the pocketbook...of every prospect. U.S.A. 
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A complete line of automatic pumps 
and water systems with capacities 
from 225 to 1,200 gallons per hour 
..for deep or shallow wells. Retail 


prices from $65.00 up f.o. b. Dayton. The DAYTON Junior Freshflo 
For deep wells 





The DAYTON Cub...Capacity 225 gallons per hour 








THE DAYTON PUMP & MFG. CO., Dayton, Ohio, U. S. A. © 1929 T. D. P. & M. Co. 
Gentlemen: Send your 1929 catalog and full information about the complete DAYTON line. 


Name Address City a 


MAKE THE WATER DO THE RUNNING 
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HESE convenient heating fuels are costly 
unless excessive heat loss is stopped. Un- 
less heat is kept from leaking through walls 


and roof into the outdoors. 
This is exactly what Balsam-Wool does. 


Balsam-Woolisa soft, fleecy blanket that tucks 
between the studding, joists and rafters. It 
actually seals the house against heat loss. In 
new homes, the use of Balsam- Wool through- 
out can save from 25 to 40 per cent of the 


fuel bill. 


In homes already built, the use of Balsam- 
Wool between the attic floor joists or the 
rafters will save much of the heat ordinarily 
lost through the roof. And here is where 
the greatest heat loss occurs. 









ge 





Weyerhaeuser product—a 
blanket of fluffy wood fibre 
that looks and acts like 
sheep’s wool. Iris TRUE In- 
sulation—keeping the house 
warm in winter and cool in 
summer—because it is— 
FLEXIBLE-THICK 
EFFICIENT 








In either case the saving reduces the cost of 
oil or gas heating to more nearly the cost of 
less expensive fuels. 

















WINDEROOF 

WATER 2ROOF r : ,; , 
cone aeidiaeaner Balsam- Wool is the practical equal of sheep’s 
Mpronenamychverarnmad wool in insulating value. It is true insulation. 


LIGHT WEIGHT 


PERMANENT Recommend it. It will prove its value to both 


you and your customers. 














WOOD CONVERSION COMPANY 
CLOQUET, MINNESOTA 


Makers of Balsam-W ool, the Flexible Insulating 
Blanket. Also Makers of Nu-W o0od—the All 
Wood Insulating Wall Board and Lath 


Sales Offices: New York, 101 Park Ave.—Detroit, 5 15 Stephenson 
Bldg.—Chicago, 360 N. Michigan Ave.— Minneapolis, Baker Bldg. 
Kansas City, 231 W. 47th St.—Seattle, 621 Liggett Bldg. 


SOLD THROUGH RETAIL LUMBER DEALERS 
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Start this procession 
from your store! 


Faster and faster pile up the sales on this wonderful new type of F-M 
water system. Higher and higher go F-M dealer profits. 





Thousands living beyond the city water mains are buying them 
are putting their foot down on ‘“‘pump-and-carry drudgery’’—are 
telling their neighbors about this fully enclosed, amazingly compact, 
complete and touble-proof unit which brings home all the comfort 
and convenience of running water under pressure, and costs only 
seventy dollars! 


And remember this. Every sale of an F-M Home Water System 
heads a procession of sales. Sales, not only of more water systems, 
but of all the rough plumbing, all the faucets, fittings and vitreous 


ONLY + ware going into each installation. And in every sale a profit. 
This plant with its remarkably low price and high quality is the 
most outstanding value of its kind thus far put out even by Fairbanks- 


Morse. F-M dealers report it an astonishing builder of business and 


List Cash f. o. b. factory for 210-gal. per . : : . 
hour size, complete with 60 cycle ot Age of good will. Now is the time to sell it. 


direct ont meee. —_ = per hour 

size at . Either size for use where source : . : ; ; 

ate ie net tees ot ta es eee If the F airbanks Morse franchise is not already one of your business 
assets, it will pay you to investigate and get the, particulars. Write 


at once for our dealer proposition. Address Dept. I-5. 





Attractive Time Payment 
Plan Helps Your Sales ~ FAIRBANKS, MORSE & CO. 


As low as $20 for the first payment and $5 per 900 S. Wabash Ave. Chicago, Ill. 
month. Dealer gets his full profits in cash . . , : ; , ; —_ 
when sale is made. Branches and Service Stations Covering Every State in the Union 


FAIRBANKS-MORSE 


Home Water Systems 


Fairbanks-Morse Products “Every Line a Leader”’ 
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Catalog Sheets for 


Below is a list of manufacturers whose loose catalog sheets will be furnished by 
‘‘Domestic Engineering,’’ upon request, to Plumbing and Heating Contractors who 


are equipping loose-leaf binders. 


These sheets are reprints of catalog pages appearing in ‘‘Domestic Engineering 
Catalog Directory.’’ They conform to the standards adopted by the plumbing and 
heating industries, as to page size, punching and weight of stock. ‘‘Domestic Engineer- 
ing’’ also handles the Speedlok binder which is especially designed to hold standardized 


sheets. The price of the binder is $3.00. 


If you are assembling a working catalog from standardized catalog sheets, write 
Domestic Engineering Co., 1900 Prairie Avenue, Chicago, on your letterhead, giving 
the names of concerns listed below whose lines you are interested in, and we shall be 
glad to send you the sheets without charge. Further information about loose sheets or 


binders furnished upon request. 





EE eT Port Chester, N. Y. 
Aieoswte Com-Tace ler Core... ........c ccc cccccccccccccens Elkhart, Ind. 
Acme Asbestos Covering & | Flooring Co.. Slt (“‘i‘i~CSsC? 
Acme Frost Proof Closet emit ebtbiees suasceeincsed ‘Baltimore, Md. 
Acme Refining Co., The.. ib hheneetinuens .Cleveland, ‘Ohio 
Alamo Bagine Pete ike beech ee thus saet inka cee Hillsdale, Mich. 
i in oe ee el New York City 
I a os ee Alliance, = 
American Beauty Stove Co............ (hcnekasnewseedae Erie, 
I a a i Waterbury, Sten. 
American poomgenese 5 ET Holmesburg, Pa. 
GTR AEE ERE IN IE icago 
EM Sp AS New York City 
American Steam Pump Co................ ...Battle Creek, Mich. 
Sr Ci. ccncess 06060006 00600800 Re SEEE icago, Ill. 
Armstron ome nie. ME il i om ween are nneGe ee >... Bridgeport, Conn. 
rr nC. . cceebeseecees Charlestown, Mass. 
Atchison specialty Mfg. wes SE Atchison, Kans. 
Atkins Mfg. C ‘ nine etentn the ecenenemaeeeh .St. Louis, Mo. 
Atlantic Tubing Co the h<ceceneesenedee wake wane '. Providence, R. I. 
Atlas Brass Foundry Co.......... 2... cc cece cccccccs Columbus, Ohio 
Automatic Gas Steam Radiator Co.................. Pittsburgh, Pa 
Badger & Sons Co., E. B.. TS ee Boston, Mass. 
TN ee ee cease reine "Fitchburg, Mass. 
Baltimore Valve Corp. . bees ws. 65:00 40-00 84s exe 
i ep amaeeeeeeennll New Haven, Conn. 
Barrett —y » Co., DEG bd. stack cern we a. aa aaeeaeieeee Boston, Mass. 
Bay Ridge Sepieliy PE Ea Trenton, N. 
Bead Chain Co.. .. Bridgeport, Conn. 


Beardsley & + tows Mfg Co. ‘The. . Waterbury, Conn. 
(Successors to Berbecker & Rowland d Mig. Co.) 

Beaton & Cadwell Mfg. Co., The.. ..New y eitain, Conn. 

Beaton & Corbin Mfg. Co., wal Southington, Conn. 

Beilman Water Heater Co., Inc., The.. epee. ig N. Y. 

Bell & Gossett Co. . .. Chicago, Il. 


i ae oe er a wa wie 4a wie meee Chicago, Ill. 
Benson Co., Inc., Alex R..........0. 0.0 ccc cece cc cees Hudson, N. Y. 
Bignall Co., ne cuauhaetutoncenv¥ewenalll Medina, N. Y. 
Blue Seal Chemical Co.........01 202020222 Roselle, N. J. 
ee Oe Detroit, Mich. 
Borden Co.. Lo kMae rebate eaweecs Caan Warren, Ohio 
Bowlus Mfg. Co., The. . igdeviawaneene .. Springfield, Ohio 
Boyle & Co., Inc. » Ge Oia ie eo ee Chicago, Il. 
rr se . weecseeesosous me — 
Brunswick-Kroeschell Company.....................-. ica 

es ne Ge EE, GD, on ccece ce veccccedveceees tielieomiens, “Ohio 
Buffalo Meter Co. _. Buffalo, i: we 


Burkert Co., Inc., R. _. Trenton, N. 


(Formerly Trenjer _ Co. % ee eS ae 











ns ca ce be wee ewe aed Irvington, N. Y. 
ie oe bale eek ew aelell Minneapolis, Minn. 
in wins oe eee nenede Meee ee ee nee local in, Ohio 
i  eeeeas ence Gowanda, N. Y. 
Capitol Brass hi caged hl Detroit, Mich. 
Carty & Moore baie IS Detroit, Mich. 
i is i Me. cas osbcieses seed eon Buffalo, N. 

Celina Mfg. me ELLER Celina, Ohio 
Central F Sinuadiow ee er peer New York City 
I a ae New York City 
Central Specialty Co...........................-.-....Detroit, Mich. 
EE SEER LS Pittsburgh, Pa. 
ES Ee Waterbury, Conn. 

EE IE ITET YS SRS een eS > Syracuse, N. Y. 
enemy Chicago, IIl. 

Shaft Co., omenaped ee . ey Chicago, Ill. 

r- Co.. ; : ; ....+--Chicago, Ill. 

Pipethread DT... sancume sensual Racine, Wis. 
a6 then kee Chae Wa 6 aes eee bene Chicago, III. 

bib h the ed ek hen dee cee ee men ee New Yor ity 
SS Cleveland, Ohio 
i iiés Bdeede eee eehe been seen Cleveland, Ohio 
ieee de+60ews cenewenaeinee cK a. 
iia btdin déé wweeReteneee Philadelphia, Pa. 

iene eh hee hs beeeee ee De t, 
a oO, 
ieee beeeeeseseseeeuseuel tro e 
Dh ccockivedexneeeas oun Troy, Y 





Consolidated Ashcroft Hancock Co., Inc............. New York City 
(Division of oetns. Maxwell & inane. Inc.) 
Covert Com na gh fne00b0066000 debeeeneyeees wae New vest Lotey 
EE Ie Brook lyn. N. 
aay geet arley Bi | eee keer ee Kansas City, Mo: 
a ds cae edes ekeeeee teens eau Pittsburgh hog 
i og cu a oie aie wai eal meee tell sneborsee, Vo 
in 08 565 6.0¥b5bde se 6.05 ¥ eRe RON Philadelphia, P. 
Crown Die & Tool bw ia ni hae 96S 6 ON sea oe eee cago, i. 
Curtin Valve Co. errr ee Medford, Mass 
Curtis & Curtis toe Sis iied 6 is0 0a suns kine Bridgeport; Conn. 
pesiquiet tt edttc een beh ee eseueee South Boston, Mass. 
sn ans Boy Od Ohad ee ae Lansing, Mich. 
Es 5a ob os 45 6066 0s 66 Fe CONS Re eeSENeS Brooklyn, N. Y. 
i sea ns op ey pe aaecihe seeeeewe Providence, og I. 
ia a Dine wis ow. a ORES ER eens Irvington, N. J. 
Davis Bagineering atscndh 40-4e ends eendaes heseeael New York City 
RG ES Ee = Penne e Brooklyn, N. Y. 
EET re re: Se Tee Decatur, IIl. 
Dececo Co., Ccewtcveuadnend 06skndeaeewieete seein Boston, Mass. 
Delaware Tool DiMictuntiosas6006b sabauheereaeeuee Wilmington, Del. 
ET ee eee Boston, Mass. 
Detroit Lubricator Co............... ee cecccececccees Detroit, Mich. 
is. nce tec een nee sles seen see eeenenn wo teen Pa. 
Dixie opening I inn oc. ne igmiamumenen an eee. ham, Ala. 
Dole Valve Com any LeuCSCNMh en en 00-0 taebee eens kes etan icago, III. 
nme As 660006006000 e10 0000s 544008C00 6008 iden Mass. 
es CUM EOS CRS bEOE Capac, Mich. 


ESSE S EME CRT, ene nl Pa. 
pen nitvnaséadaaes Columbus, "Ohio 


EPP TTT TE CITT TTT ne ul. 


eerereeveeeeeepneee wwe eeeene 

eer epweeeeveeveeevneeeevewneeeoe eevee eer eee eeeenee ee eeene 
oeeorvrvoeevneeeeneeewvreeeeneeeereoenevneweeeaeanevneeaeeeeaee 
eereeveeeevneeevnevn eevee eaneee 


*eeeeeeeeeneeeereneeeeneeeeeeneeneeeeneeeaneenee 


i tttend attneeneenes etn eee wena ston, Mass. 
Muskegon, Mich. 
ied Ath ed oo Cb OOS 0h ek he iene rie, Pa. 
South Boston, Mass. 
Detroit, Mich. 
Buffalo, N. Y. 
Exeter, N. H. 


*eeeweeeeneeeeeeevreeeneeewneneeaee 


e*eeeeeeeneeeveeeeeenne eee 
eeeeveeeeweeweeeereene eeeeeneneee eee eeeeee 


eevee eeenveeveeeenenvreeneeeneeneeveeeeereaeeeeee 





Fairbanks pencerne iis sae ae bt nee tek aN eel Worcester, Mass. 








] 
Ferguson & L — — Ty ééiekbeeesedbeuns seeneuel Chicago, Ill. 
Seaver — Dt cunt ak ow 8aeebiaeeu ee Brooklyn, N. Y. 
Flagg “ ~~ ee Philadelphia, Pa. 
Siesence Rena tin es RR EAE ME NG IR Boston, Mass. 
re en eon bend oe 4692 S6es bee Hickory, N. C. 
EE ee Tee New York City 
ee the een ceed a owe 6 wanes eee Dickson City, Pa. 
Gerstein & Sooper eae ee ae iri weed ee ede South Boston, Mass. 
ce id ce cece been eee ce eeen South Boston, Mass. 
a ae od nce re ee wh bene bees eesewe Rochester, N. Y. 
i Ci ncvadeec6Ge ed code es op ebdes .Cleveland, Ohio 
Goulds Pumpe, | Oe ETE ETS eo AER _ Seneca Falls, N. Y. 
Ns oe int wate bad 2 6 KO6 606 6e« 6 Cleveland, Ohio 
Grand Hever I, «. coc cess se gee. bee Grand Haven, Mich. 
Greenfield Ta me tn «5 os « dere edliee 6 ben ee Greenfield, Mass. 


Grinnell Co., 


a ee Dayton, Ohio 
Philadelphia. Pa. 


Seeesesesoenaeeaecseeeaes eee ce 0 eee ee 


eseeeeoe ee eeveeevnev eevee evreeeeeneeeeee 


PE IL ae eee EP Ee rie, Pa. 
Evansville, Ind. 
ite hh eset ehka1s eee edenee St. Paul, Minn. 
Grand Haven, oy 
PETTY ee Terry TT TCT TTT TS Newark, N. J. 
Lchoeksnest eons eet heess 600600nn New York C City 
Philadelphia, Pa. 
Newark, N. J. 


eeeeeeeveeeevneveeeeeeneeee 


“ew eeeeveeeeeeeereeeeeeeeneeveeeevreeeeeneeeeevee 
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Loose-Leaf Binder 





























at a i a a al a tt Valley Falls, R. I. Phenolic Products Corporation.......................Roekford, II. 
entiths die bates eae mana ad eee Waterbury, nn. Phillips Drill i a rss 
adit add CenE AS 6a bbw bn'akad cee Erie, Pa. Phoenix Brass Foundry............................Irvington, N. J. 
Pcie hieked eaten edetencenn ewe Holyoke, Mass. Pierce, Butler & Pierce Mfg. Corp...................New York City 
ertin ies eebeennees va seedeced Cleveland, Ohio Pittsburg Water Heater Co. . Pipa 
tend ieeaeeauiCd ae kam de melen Brooklyn, N. Y. a al ia oe Meee ee Reurd Los Angeles, Cal. 
Hunt et ie wie a de dina & ics yy wg W 40lem ae Salem, Ohio i i a we ere ee hee eaeeee Concord, N. H. 
Hutchison ee a Lae New York City pevagn Fveduete ON Chee 6 ane oe eae ble Boston, pane. 
ek oi ka a ee ea bd wae eben oebe ee bs ittsburgh, Pa. 
1-X-L Pump & ee Philadelphia. Pa. todo wees eb ceeeeesoee ee .Portland, Ore. 
aia aa ER ea ee aa te Detroit, Mich. Py II Dg oc cece cccccwcccecsveceseosoues Chicago, II. 
nate Enginecring pamgany. Vababue wae ace? dacaear nae gk oy Quad St ashe Ce. Th icciaiiaiiaias iia 
nland Iron Works, Inc Pals ett hea 6 ¢éacbak ea en cee a ove Mfg. Co., ii gas eRe oteviee wes ‘olumbus, io 
Quaker City Iron Works........... - ... Philadelphia, Pa. 
. Co., Patchogue, N. Y. 
ANE pepe ti RMR 4 eA I NEAR I am ~~ ork City Radiant Steel Products Co........................ Williamsport, Pa. 
SERRE LR HORE aap New York City NO EEE el N.C 
ER LEE TES Ee Detroit, Mich. Randolph-Clowes Co., The......................Waterbury, Conn. 
Redutad eSipnaigndéebnadaskeoeeeonl Boston, Mass. IE Es) lLlLlUl CU 
ARR Re Baltimore, Md. ih Me MNS 6 6660 cececscecscecececcc sect Gl ae 
te CimienogGtuRaeed awe akthinnh seit Cleveland, Ohio OPT ETT LETTE ROT E TTT Roadie hag 
* SUNOS eS I KET i Ay i IIe Ee: it “et T rrr, Pert Tee eR RETAIL PEET eee ee : ‘ 
nen ~— ns we ke ee eee ee de Cincinnati, Ohio 
SE SATE AE TE TOOT Philadelphia, Pa. Muesdecssestoresserserere: J rovidence, R; I. 
te aa ak hee ROR RdED eae desea eseebeul Chicago, Ill, |$®[ 5:3) ver ie tithe a “tae iteienaie Va. 
I a nl Perry, N. Y. s- a eee Elyria Ohio 
oemey Me EE ee ea ene 1S Recheste one: ? Works, Inc.......... Cambridge “wees 
ellog Cth 4625 46-+.46n beed d00N Os dene eee wee a i re ee ees . ‘ 
oanaiie _ Mega 3 Inc.. site tasihar te. ation 6 x . os Pa. & Galvanizing Co.. piciiateie a — 
Kemp fe. nhs sis oo thd beet eed alin ede dae eae es CP mo ee rors ee see Ces e een T es Rockford. Ill. 
Kennedy =e Mie « Reitited ¢itiina baka id wikeeaaeaiel Elmira, NY Y. ———-_ reesceese ‘ Goat Island. Il Ill. 
Ketcham M a Corp. NG tc ne aS eee dae ea ae Brooklyn, eh - ME Co., The: Tet. Cleveland, Ohio 
Kewanee Boiler Company.................ccccceceeecs Kewanee, Il. Gon L ainda sig ledealadadia di titade bo oan enn a 
Keystone Brass a bedbene 6becdaenwededs 500600006000 ay a _ Ds tcign-ne wes seo une Naugatuck ‘Conn. 
eveteme hy, ag Been 6086 He-00 56060 E60 459008 4008-3 Trenton, N J: & —— ow Yaak City 
Sing © epee LS 6c wii ire + diene Rak ekieed Maa wn Providenes. RY, «-_—RRSBEEN TT Oy, We Aine e cee eee ee ee eres eer eeeecneees 
Kleinert Rubber Co., RS Ce a es ee ao, a EE a Cleveland, Ohio 
Knott M NR ia oo x AE EE ir a aides a Tell City, Sok. Sanitary-Dash Corp... ...... 2... 0... 00s e eee sees: New York City 
Rertiok hae a Serene San Francisco, Cal. omg. 4 ~—— CO. eee eee eee eens New Youk City 
ae He poner — Pre re rr err rrr Tree Dubuque, Iowa crt ting: ene dhl citttessrssssessss ss """""New York City 
upferle Foundry Co., John C...............+-++++4. Se. Louis, Mo. Scaife & Sons Co., Wm. B... 2... 0. occ ce ee ee ee Oakmont, Pa. 
aoenine Heater Co Se ee ree Cleveland, ~~ 
EE ee numeo gr Ill. . E. TF. Valve & Hydrant Co.......................- New York, N. Y. 
i as a6 oh bcee en bas ceedeneneeees Cincinnati, Ohio Selfridge, Norton Mfg. Co...............0c0ceeueee Cleveland, Ohio 
Lawson Mfg. A title whe sah nn ep Rel as ae soi is inte hig tailed Cleveland, yor Semler Co... Wegg UU —— Jeannette, Pa. 
terete eee ees ’ erw rass Works...................-...++-....Detroit, ch. 
iad OW .6.0.0.6 66 60-06 68 66466-0660 66 OAS Orang e, Mass. Shoe-Letcher Co.. Inc........ ssa: it ek eh ventana a dgvensinr'a ersey City, N. p 5 
COOH ee rete wearer eeneeesens Philadelp hia, Pa. Simonds Saw & Steel Co............---+-2e-seeee- itchburg, Mass. 
TTULETTULER TET CRE URUOETTCETELETCLeCetee New SRL SeNEES DameOe ROME CO... «2-2-0000 oe ee ee sess ++ + MORRIS ie Be 
eee e eer eee sees . ‘Providence, R a een n.e pamheee is Oe eid ek aes Chicago, II]. 
@Ovreeer sree eeeereeeeeereereeea een eee eeeenee Bu ffalo, N. Y Spencer Regulator Co. te am iat Cel. th a trae A Oe eee ee ._Salem, Mass. 
Island City, N. :. Asbestos Mfg. Co. 6500800 Ne ee4k neared Chicago, Ill. 
inneapolis, Minn. Elsmere Granite Co.................-..0005. Chicago, III. 
Tee eee eee eee ee ee Trenton, N. J. Teme Gi Seat Ce. .. ccc cc ccccccccccccccce + + GMS, IN. Je 
SCOKCOCHE SHEESH SCEECHHCHESHE HC OCHO SESH SESE SE Franklin, Va. Water Systems Co. of N. Bes ee re Hampton, N. 5 
Ne ie a etch ae a eek oie wie adie eae Detroit, Mich. 
a ea ee eg a re a ee .Chicago, III. Co... ce ee eee cece cesses. Newcomerstown, Ohio 
EE Te ae ee eee a eT aT Chicago, Ill. imiaaaRtaxertnne s+ sees aecseece++s+-00o em mm 
DEN then tahdedie~teiesdde emis emer OO icago, Ill. 
Re Pe a Tea eee Eee Chibenien it, ND cas-coeewsreeneeseecesessesssee cen Pa. 
ee Oe -- Grane Ra ids, a. ee ee Medina, N. Y. 
intel ile aot cacao aia adhe does aneeen ranford, nn. 
Perr rrr TT rere Owensboro, Ky. TEL ee ET Pe ee ee ee New York City 
pebevesesvewe .Cleveland, Ohio i ND Ts Bins cc cccnccccvcvesocenecwen Warren, Ohio 
Decececeececeseccceccees .Los Angeles, Cal. Teck Manufacturing Co... se cccccccecccrcctcsr++.Chicago, Il. 
ih eineawnetiine andes Ges ..Bay City, Mich. Teekorator, In Rein de ob is Rochester, N. Y. 
Wee eeeeeeeseeseroceesoore swan ilford, Mass. Tillery’s Little ‘Janitor Clock Co......................Newark, N. 
ee ne eee mee Milwaukee, Wis. Titchener & Co., .......Binghamton, N. Y. 
Re — ” Peceseeees ee oe Trageser Steam C per Works, John............. aspeth, N. Y. 
nc.. coe eeesece . Syracuse, N. Y Trenton Brass & vw i A ea _. Trenton, ae 
TEITTETTICTIITTEE ETE gzuincy Ill. Trimont Mfg. Co., Inc................0++ee+s+++++-+-. Boston, Mass. 
TOT TTTITT TTT eT Tet Tree Racine, Wis. Troop Water nud edadeebiness eeu Pittsburgh, Pa. 
te ahd ed eho whee eueaed Schenectady, N. Y. Tryco Products, Inc.............-22eeeeeeeeees+s.. Westfield, Mass. 
he hictnte~ eee biibekred enna al ew Yor ty . 
POET eT CEP ee ETC Tre ore Minnea co vine Utility Laboratory, Inc.............................Brooklyn, N. Y. 
Dh + cin chu teivbeke oesnsé'ne Uihdieieaee cago, 
» Edward.. Cette terre eeseneees ..North Bergen, N. J. cd 60 cscs ba cnecesberecdosenags Fort Wayne, Ind. 
EE 6 cco ee 6b cece bbs eveoensn Willimantic, Conn. 
Nash En inoaring Co.. Seer TTT |... =e  * ie eae ade a ee 4460.06 O8 8 New York City 
Nason - Se SEPTIC TT TTT TTT CTT TTT eee New York City apa Bnameling & Stamping Co., Inc...... New York Cit 
National Pipe Bending Co....................... New Haven, Conn. eS ons 6-60 0.46 $nae Ob 6eee Oe 884s . Wilmington, Del. 
National Me nw Teak Mfg. Co.. ‘Seeded I atex, cn een danaanerwbuntenees centers Chicago, II]. 
i ss pais ied edhe meatal ew Yor t 
Never Rust Co.. eit. 200260 siebnedioanidahs Harrisburg, Pa. Wede Irom Sanitary Mfg. Co..........ccccccccccccceces Chicago, Ill. 
Newark Brass Works................-.ccecceccececees Newark, N. J. Walker Dishwasher Corp................. Sgonenes, i we 
Newark Brush & Scraper Co...............ccccecees Irvington, N. J. a et ee deeieeeeeees oston, Mass. 
New ritalin Machine Co... . sca eee . ew Eestaam, Conn. Ware Coupling & Nip le G0 Woregater, ae 
ck eat babe re een aan onroe, N. Y. i ia ang dels aiseh Ae orcester, Mass 
Newbury & Son. it At ls dda ode hoe oh Ob OR eee eee Goshen, N. Y. Gaaan Biostste ‘At ee a ak ates Warren, Pa. 
New York Brass Foundry Co..................eeeee0: New York Cit Washington Metal roducts Co............ Washington C. H., Ohio 
rs rn Ce. kee cobs ee eses eeeens Elkhart, In Water Works uipment Co., Inc.......... ._New York City 
Eq 
Northwestern Chemical Co., The.................... Marietta, Ohio WES MINE Gc ccc cc cccccccccccecccecceecess . Lawrence, Mass. 
Novelty Steam Boiler Works Co...............++++:: amg ig Md. ee cco se chee ecetesseuesn Elkhart, Ind. 
POGUES PUOENSCD COER, .. 2.0.2 cccccccrccscccceees Union City, N 4: Wesel lanl CCC ee tlie Chicago, III. 
Nye Tool & Machine Works.................c0c-e0eee-- Chicago, 1 Wesse & Sons, D. Do. OP eT ret nag eo Mich. 
—— ie icone ee eee ee ane , ’ 
em aummier De Come... wcrc doucewdducevs i is. Wh Machine agg gg ee a nnd une emeees Wheeling, W. Va. 
ete et Otten testi le 6=— eae Ge...) .....sc coc 1... Denver, Colo. 
PM, WEIN binnn sot kdéeees dackvceseensy ye Columbus, Ohio White Steel Sanitary Furniture Co............ ae ao Mich. 
Ce ne on se etnee eee be owe eae New York City Wie hte Co, Pipe Co. ...... 2... c cece ee ceeeeenccees ~ Ciena, Oe 
inne 2 ese ns ec osseesseavneedoeeoosoony Ber I. Worcester Brush & Scraper Co................ 0+. Worcester, Mass. 
and ce ell cil ad dein bare Da ewark, a 
I i pay a ide. Pa. A New York City 
poeriess Mec ‘ine Co__ Cela hed ais oleae igh ed wnat, Tihs. 
Penn Engineering Co., The.................s0+0-- . Philadelphia is 6 60.6 bcccocccccccecevserervesegs Chicago, II. 
Ds cicdnces eds sccedccvevesssosees Cleveland, “Ohio Ce a6 cpabamanawanenseseenntids Meadville, Pa. 








52 DOMESTIC ENGINEERING May 18, 1929 














SO SIMPLE TO OPERATE 
A “TOLEDO” No. 1A— 


is so easy to operate, and so easy 
to understand that only very simple 
instructions are needed. 


No finer 1-in. to 2-in. ratchet pipe 
threader is made today than the 
Genuine ‘“TOLEDO”’ trade-marked 
No. 1A tool. It is the recognized 
standard 1-in. to 2-in. pipe threader 
on the market. Hundreds of thou- 
sands are in use, giving excellent 
satisfaction. 


The ‘*TOLEDO’”’ No. 1A complete— 


A post card will bring you copy of the 
complete ‘‘STOLEDO’’ catalog. 


NET PRICE— . 12° 


(West of Rockies $12.75) 
F. O. B. Toledo, Ohie or your jobber’s stock 





THERE'S NONE TO EQUAL A “‘TOLEDO"’ 


w 





THE TOLEDO PIPE THREADING 
MACHINE CO. TOLEDO, OHIO 


New York Office 38 72 Lafayette Street 








—- reer center enennnnnnnnnnnne 
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A Suggestion to Sales Managers 


The need for trained salesmen in our industry 1s 
an admitted one. It would seem, in fact, that we 
are two steps behind the current conception of sell- 
ing within an industry. 
not only expected to be good salesmen in the sense 
that they know their product, their dealers and their 
market. They are now considered as vital factors 
in the educational efforts which give the manufac- 
They are 
pected to be mentors for the dealers, to bring to 
them sales ideas and to help them put those ideas 
into practice. 

Two recent incidents will give point to the state- 
ment that many salesmen of our industry are 
sufficiently trained. The first is the case of a manu- 
facturer of certain equipment which is used in many 
lines of business where items of various sizes must 
be stocked. With the idea in mind of introducing 
the product to the plumbing and heating 
trade, several 
proached. 


In other fields, men are 


turer's sales ideas local application. €x- 


not 


Adverse wholesalers were 


Reports 


ap- 
After some months all ef- 

forts were dropped on the report of 
wholesalers’ salesmen that the retailer could not be 
interested. 

As a result of conversation with an executive of 
the manufacturer in question, it is our belief that 
the matter was never presented to the contractors 
properly, because there was no program of sales 
training which would take in such a product in its 
stride and give it to the salesmen in such form that 
they could sell it. To bear out this conviction is 
the fact that the most successful installation of the 
product in a retail establishment in our field was 
one which was made by the manufacturer without 
the aid of a wholesaler. 

The second incident to which we refer comes even 


closer to day-to-day experience. It was brought 


out by a successful contractor who stands, in his 
community, as a leader, and whose word bears 
weight with the others in his community. Upon 


him, for instance, as head of his zone, falls much 
of the local association work and he has been par- 
ticularly successful in this direction. 

salesmen, 
These men seem to 


intervals. No 


He recalled to mind four successive 
representing one wholesaler 


have replaced each other at short 
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one of the four ever brought any suggestion, any 
sales idea, any constructive thinking to bear in 
their selling. On the contrary, their talk has been 


discouraging. They have aired their personal dith- 


culties. With them business has alway s been poor, 


They brought gloom with them and they left gloom 


in their wake. The contractor in question signif- 
icantly contrasted these men with the 

representative of another house whose A 
personality and conversation tends to Contrast 


be cheerful. He brings optimism, and 


his private difficulties, if he has any, he keeps to 
himself. He leaves his competitors 

No doubt the difficulty here 1s one of personal 
Men do differ. 


an ability to judge personalities. 


strictly alone. 


ities But good sales management 


presupposes In 


the first case cited, it would seem that there is a 


breakdown in the machinery which ought to be 
geared efficiently to take hold of a worthy idea or 
product and pass it on to the retail field. The prod- 


uct which the wholesalers reported as winning no 


response in our trade is practically standard in the 


automotive field because there those who contact 


with the dealer do so by means of trained sales 


forces. 
The retailer’s viewpoint is, necessarily, curtailed. 
His work, on the average, 


New 


who have a broader contact with the 


is all in one community 


or city. ideas must reach him through those 
business world 
at large. He does not require to be told that bust- 
ness is poor in the state of which his city ts a part. 
He probably knows it only too well already, or 1s 


What he to 


have demonstrated to him is that business is never 


only too willing to believe it. needs 

poor that there is not someone making money. 
Markets may shift; 
in volume; 


one type of work may decrease 


direction or another there 1s 
The 
not demonstrate that fact has not any 


title. 


but in one 
salesman who can 
right 


always business to be had. 
to his 


Putting Through the Code 


From the chief sanitary engineer of one of the 


largest states in the Union comes a suggestion con 
cerning codes which is worth careful consideration. 
That state has had the 
ing a code blocked in its passage through the legis 


familiar experience of hay 
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lature, by interests which thought themselves en- 
dangered. The engineer raised this question: Is 
the state ready for the adoption and enforcement 
of a plumbing code? 

Without answering the question directly, he said 
this: “If the public were educated to a point where 
it was demanding a well enforced plumbing code, 
there would be little difficulty in either passing or 
enforcing such a law.”’ 

The reason is obvious. Under democratic forms 
of government, the final court of resort is public 

opinion. Unpopular laws, con- 
Cultivate Public trary to the current of public 
Opinion opinion, simply can not be en- 
Legislators must be 
sensitive to public opinion as the price of continu- 


f« irced. 


ing in office. 

As the first step in arousing public consciousness 
of the need for plumbing code enforcement, the 
sanitary engineer suggests co-operation with the 
state board of health. With the approval of such a 
body, a code has a semi-official standing. 

It is then time to carry the code to the public by 
Let the heads of families 
once become aware of the close relationship be- 


educational methods. 


tween scientific plumbing and health; when the 
heads of families realize that the worrisome periods 
of family illness may be substantially protected 
against by care in the matter of sanitary arrange- 
ments—then there will be a body of public opinion 
formed, irresistible and effectively expressed by way 
of pressure on representatives in the legislature. 

After all, in the opinion of the engineer who 
makes this suggestion, the matter of the code and 
its acceptance by the public may be considered as 
a sales promotion problem. An educational cam- 
paign will serve to win that acceptance as it has 
heen won for the hundreds of products which were 
unknown a generation ago. Win the acceptance 
of the public and the legislature has no choice but 
to act. 


OBSERVATIONS 
by Our Readers 


Editor, Domestic ENGINEERING:—We have read 
your editorial, ““What is Merchandising?” with a great 
deal of interest, and we feel that it represents a care- 
fully reasoned presentation of the subject. 

We here feel that this term “merchandising” should 


indicate all of the efforts on the part of a plumbing and 





heating store to sell merchandise and service. This will 
include its newspaper advertising, direct mail adver- 
tising, store display, and any other efforts aimed at 
either disposing of merchandise or building prestige 
around the name of the company. 

Our own experience goes to prove that there is no 
cut and dried merchandising plan which can be applied 


May 18, 1929 


equally either to every contractor or to every commod- 
ity. Our newspaper advertising efforts here have indi- 
cated to us that it is necessary to study the results 
achieved so that you may more accurately direct adver- 
tising efforts. 


Our first organized effort along these lines was a 
series of newspaper advertisements in which we en- 
deavored to sell the idea of plumbing and heating gen- 
erally, while also building up the idea that we repre- 
sented only quality merchandise and offered only quality 
service. After this campaign had been going on for 
over five years, we decided that we would try what 
could be done with the merchandising of definite prod- 
ucts in each ad to see whether or not this type of mer- 
chandising would prove as valuable for a plumbing and 
heating business as for the average department store. 

Frankly, it did not. On some items, we had several 
calls for the merchandise. On larger or more expen- 
sive items, while we had inquiries, we were able to trace 
no sales through those ads—and they were run consist- 
ently for a long enough period to allow reasonable judg- 
ment as to their value. 


We believe that the reason for this lack of direct 
response to the merchandising of a definite product, in 
the hope of selling that product through the newspaper 
columns, comes about from the fact that the type of 
merchandise sold by the department store is bought 
more often than plumbing and heating merchandise is 
hought. Our newspaper advertisements, therefore, deal- 
ing with a particular product, and one which might be 
fairly expensive, could only be effective in the case of 
those people who happened at the moment to be in the 
market for that product. There is, as we feel, no such 
thing as a buying habit in connection with plumbing 
and heating merchandise itself. However, we do be- 
lieve that a buying habit can be set up with reference 
to a company. Therefore, we believe that, in our case 
at least, correct merchandising means that we must sell 
the name of Crowley Brothers to a point where when 
people think of plumbing or heating they think of us. 

At the same time, in order not to miss the opportu- 
nities which are present for merchandising definite 
products, we feel that the successful advertisement 
would be one which combines the prestige building copy 
together with the offering of a definite merchandise 
item, 





We are naturally always glad to have merchandis- 
ing suggestions, and helps from manufacturers of the 
products which we handle, but we feel that any mer- 
chandising plan must take into consideration the con- 
siderations expressed above. Locally, the plumbing and 
heating contractor is the representative of the manufac- 
turer, and if the contractor has done a good job of mer- 
chandising his services and the quality of the merchan- 
dise he offers, the manufacturer may rest assured that 
through that contractor there will be no difficulty in 
building sales of his products. 


Peoria, Il. Crowley Bros. 
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[n progress of sanitation wasteful meth- 
ods of past are giving way to science 
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Croton Dam in New 

York where it is esti- 

mated a billion gallons 

of water overflow every 
day 


HE BIRTH of plumbing, the first successful de- 

livery of a water supply through a man-made pipe, 

culvert, or what-not, is lost in antiquity. At the be- 
ginning of authentic history, there were evidences of 
plumbing of a sort, crude to be sure, but still plumbing 
within the scope of accepted definitions. 

Plumbing, as we understand it, embraces the construc- 
tion of pipes or other means for delivery of a water sup- 
ply for domestic use, and for disposing of such water 
after pollution in such manner that it will not constitute 
a nuisance or danger to health, and furnishing the pip- 
ing with suitable inlets for waste, and with means of 
control. 

Undoubtedly, the first water supply through man-made 
devices was run through channels in the ground, plas- 
tered with clay and covered over with flat stones, taking 
water from a nearby stream into a stockade built by pre- 
historic man to protect his people from hostile tribes 
and wild animals. Later, hollow reeds and logs were 
used. This was plumbing in a broad sense, and from 
that beginning, plumbing, as we know it, has grown. For 
centuries before history began, and century by century 
since, plumbing progressed slowly but surely, keeping 
pace with the enlightenment of mankind. 

It is only in the last three hundred years, however, 
that plumbing in buildings has been an accomplished 
tact, except in sporadic instances during the height of 
the Greek and Roman domination. And, it is only in 
the last hundred years that plumbing has developed into 
a science and a dependable means for the advancement 
of health. 
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By A. R. McGONEGAL 


Chief Plumbing Inspector, District of Columbta 


The constant changes and improvements in fixtures, 
the development of the enameling process, and the stand- 
ardization of pipe and fittings, even in the last thirty 
vears has completely revolutionized the science, and the 
advance has been so rapid in the last five years that we 
await with bated breath what the dawn of tomorrow 
shall have in store for plumbing and the plumbers. 

A close student of plumbing in its relation to natural 
laws realizes subconsciously that fm refinement of meth- 
ods, improvement in materials now used 1n_ plumbing, 
and in safety and finish, we have almost arrived at a 
line beyond which we may not go, and that such ad- 
vances as are to be made in the next few years must be 
only in slight steps. Beyond that line lie new materials, 
new methods, and the bending of hitherto unused nat- 
ural laws to our work. 

Possibly in most immediate prospect are tools for lo- 
cating existing pipes. We now have the audiphone tor 
locating iron pipes in or under floors, which appliance is 
an adaptation of the sound-ranging device used during 
the late war to locate the heavy guns of the enemy. In 
expert hands, underground pipes cannot only be located 
but their approximate depth found, and much_ useless 
digging eliminated. The dip needle can also be used 
for the same purpose by those familiar with its use, 
and the wireless pipe finder is an every-day accessory 
of water departments for use wherever there is a live 
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water pipe through which an electric circuit can be made. 
All of these are in actual satisfactory service today, but 
the average plumber does not know it, and in case of a 
stopped sewer or the need of a connection for extension 
he blindly and blandly digs all over the place till he 
finds it. 

The portable X-ray machine especially for plumbers 
is very near to the state of perfection where he can 
simply plug into the nearest light socket, send his helper 
with a lead-enclosed lamp to follow one side of the wall, 
and he himself with a small hand-screen virtually look 
right through the stone, brick, plaster, and wood, and see 
the pipes, the fittings, and the manner in which connec- 
tion is or can be made, and by the judicious use of 
analine dyes he can see whether pipes are cleared, or 
partly or completely stopped, and locate the obstruction. 
sy means of opaque dye he can actually see the water 
dripping out through a leak otherwise hidden in the 
wall. Plumbers are familiar with motor-driven pipe 
cutters and threading machines, but few know that 
motor-driven joint-calkers, floor-boring tools, pipe 
winches, and several portable tools of trade are, or will 
shortly be, on the market. 

Some welding of pipe in place is being done. ‘The 
day is coming shortly when a plumber will clip on a 
facing tool, momentarily connect it with the combina- 
tion motor and converter he carries strapped to his back, 
replace it with a resistance ring, turn on the juice and in 
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a few minutes have an actually continuous pipe both in 
appearance and in fact, the two ends having melted and 
run together without the addition of any different metal 
or flux. 

Other improvements in prospect have to do with metal 
alloys, corrosion resistance, and final elimination of rust, 
tuberculation and pitting, control of electrolysis through 
the use of grounding and of loading or balancing coils, 
permanent non-tarnishing finishes, elimination of water 
hammer and singing noises from piping systems and 
fixtures. 

Colors in sanitary ware are now on the market and 
milady can have her bath as well as her wardrobe to 
match her complexion. Glass tiling is no longer brittle, 
but is somewhat resilient and it may not be too much to 
expect an all glass bathroom in design and colors to suit, 
with all joints fused and water tight, practically non- 
absorbent in the not far-distant future. 

These are the things we know of and can expect, but 
what of the things we know not of ? We cannot dream 
of an improvement or a revolution with something we 
have never seen or heard of as a basis. We of the trade 
are biased—we seem to be only able to think of the 
future in terms of pipes and fixtures, of water and of 
water-borne wastes as we know them. 

We have taken water, one of nature’s elements, a 
simple chemical compound and bent it to our will, but 
we waste much effort in the taking. We take the water 


Precision Instruments Bring Aid 


HILE we may be experiencing startling and 

unexpected changes in sanitation practices and 
methods, the majority of these changes are a direct 
result of the application of some old and well estab- 
lished principle. 

As an illustration, we might mention the dip 
needle, an instrument used in the locating of under- 
ground pipes. As far back as 1544, Hartmann, in 
Germany, observed that a needle which was balanced 
horizontally when non-magnetized, was no longer 
balanced when magnetized, but dipped downward. 
The magnetic dip of the needle in this case was 
caused by the influence of the earth’s magnetic field, 
and the above, now common, discovery has been used 
for many years in determining the inclination of the 
earth’s magnetic lines of force. 

Going a step farther, deposits of iron, either in the 
form of ore or water pipes have their own magnetic 
field which is of such strength as to cause a dip of 
the dipping needle when it is brought into relatively 
close proximity to the material, thus indicating the 
location of the pipe. 

In tracing leaks in water pipes, one very effective 
method is in the use of the pressure gauge which 

















registers the static pressure at the faucet. The static 
pressure throughout a system should be equal. Any 
reduction at a faucet indicates a leak and the relative 
amount of the reduction indicates the size of the 
leak. When small leaks are encountered, the static 
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where we find it already manufactured for us in nature’s 
laboratory and bring it sometimes vast distances, at great 
cost, by means of mighty dams and aqueducts, flumes 
and pipes, and maintain an amazing and complicated 
distribution network, all for the sake of a little of the 
life-giving fluid for bodily needs, and a more than gen- 
erous quantity we immediately rush to get rid of in 
washing away a little offal through another elaborate 
and expensive system of appliances and complicated 
pipes, masonry conduits, pumping stations and filter 
beds. Why wash away the sewage, a valuable natural 
fertilizer, into the sea, and then pay fortunes to bring 
a slightly more concentrated form from South America? 
fertilizer, of animal origin, has no essential character 
difference, from fertilizer of bird origin, that cannot be 
chemically corrected, and some day, when the need is 
urgent, we will find the way. 

We use great quantities of water for fire-fighting pur- 
poses, when properly applied in sufficient mass a chem- 
ical blanket is so much more efficient, and we waste the 
life-giving liquid in ornamental fountain sprays when 
light in combination with artificial jewels and chemical 
dusts is so much more beautiful and effective. Water is 
used in great volumes simply as a means to an end in 
manufacturing purposes and is allowed to flow away 
over the spillways instead of being reclaimed and used 
over and over again. 

Water is simply a combination of chemical elements 


DOMESTIC ENGINEERING 57 


representing one phase of the cycle of eternal change, 
so why this great urge to get together vast quantities of 
it and then immediately throw it away again? Perhaps 
it is only in America that this mania for unlimited water 
is sO pronounced, but our propaganda is spreading to all 
civilized parts of the earth, and it will only be halted 
hecause in more densely populated countries they haven’t 
the space to give over to water collection on a large scale. 
[In our present practice, the watershed devoted to fur- 
nishing a city’s water is of vastly greater area than the 
city itself, and, while there are still great spaces unset- 
tled, indeed unexplored, the population of the world 1s 
increasing at a rate which will, in just a short time as 
the universe records it, make the natural restricted water- 
shed for the furnishing of water supplies on the present 
liberal scope an impossibility. Today a moderately large 
residential suburb in America wastes more than enough 
water to supply a great city in the old world. 

Is it because Americans are abnormally dirty that 
they must have at their disposal so much water? Is it 
natural that we, a people who a few short years ago 
found the’ old oaken bucket ample, must suddenly ac- 
tually need great quantities? We seem to demand it, 
and our city governments are collecting, filtering, pump- 
ing, and distributing an average of five barrels of water 
a day for each man, woman and child, to muss up and 
throw away. Sounds rather inconsistent, but it’s true. 


(Continued on Page 148) 


of Science to Sanitary Engineers 


pressure is affected very slightly, however, they are 
quite noisy and the simple method of applying an 
ear-phone attachment to the water pipe will indicate 
their existence. 

Another method of tracing pipe lines has been 








evolved through the common use of wireless appara- 
tus. One terminal of a battery is connected to any 
convenient part of the piping system; the other bat- 
tery terminal is extended by a small wire to a faucet 
in the next house, thus establishing an electric 
circuit. When an induction coil is brought near this 
circuit, and consequently the pipe to be found, and 
is held so that the lines of force will cut the coil, an 
electric current will be induced in the coil and may 
be used to operate an ear-phone. The intensity in the 
phone will depend upon the closeness of the coil to 
the pipe. Interruptions in the current will cause cor- 
responding interruptions in the phone sounds, thus 
definitely establishing, beyond a doubt, the pipe line. 

These developments in methods and practices are 
only a few of the many which have taken place in the 
industry. It remains for the man in the industry to 
keep abreast of this progress and the degree with 
which he benefits from it will be in direct relation 
to how extensively he applies it to his work. 

















Shooting Heating 
Trouble 


By R. L. ANTRUM 


gets fully as much pleasure from sleuthing out 

the cause of trouble in a heating system as ever 
a fiction detective gets out of solving a most (to 
the reader) baffling mystery. And, due to the fact 
that he has an unusually active brain, coupled with 
an unusually close mouth, his solution of a mystery 
in a heating system is frequently as unexpected and 
surprising as 1s the 


ore the hero of this little heating adventure, 











denouement in 
ae ,| books of the class 
L | | | Return Line,’ 
TS Ree already mentioned. 
Pere reces ' 44 ° 
‘Pitta os j a For instance, 


consider the way 
he solved the Bos- 
wick trouble job 
within ten minutes 
after entering the 
office, and without 
; even looking at the 
actual heating sys- 
tem. This was over 
two years ago, but membcrs of the Boswick main- 
tenance staff still refer to it now and then as some- 
thing of a miracle, even though Sam afterwards gave 
them a detailed explanation of how easy it was to 
solve the problem by 
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Fig. 2 
































Fig. 1 


matters any, but still he was sure they were the 
cause of all the trouble. Furthermore, the radiators 
were noisy in the offices, although the unit heaters 
in the factory, which operated from the same boiler 
room, seemed to be working very nicely indeed 
Finally, the condensation pump was no good—it 
wouldn’t pump water back into the boiler. 

Immediately upon Sam’s arrival Fenton started in 
berating radiator traps and condensation pumps in 
general and those he had purchased in particular. 
Sam interrupted him, a bit abruptly, perhaps, by say- 
ing: 

“Wait a minute; wait a minute! Let’s see the 
heating layout, and you can give me the details while 
I look it over.” 

This request had been anticipated, so the blue- 
prints were produced promptly. There was silence 
for a couple of minutes 





using the proper line of 3°VENT LINE CARRIED 


seerypaens THRU WALL TO OUTSIDE 
It was Fenton who got a 


Sam on the job. Fenton 
was, and is, general super- 
intendent of construction 
and maintenance, and he 
knew Sam by reputation 
only. The present trouble 
job seemed worthy of 
Sam’s special abilities be- 
cause Fenton’s own crew 
had been stumped for the 
entire two months since 
heat had first been turned 
on in their huge new fac- 
tory and office building. 








In his own mind, Fen- 
ton knew blankety-blank 
well that the entire 
trouble was due to bum 
radiator traps used in the 
offices — they passed 
steam, positively. True, 
he had replaced a batch 











RETURN FROM OFFICE while Sam’s wise old eyes 








wy RADIATION quickly absorbed the de- 
tails of what may easily 
have been his ten thou- 

RETURN 


| sandth heating layout. 
<< [feam unr Then, just as Fenton was 
clearing his throat pre- 
paratory to a continuation 
of his troubles, Sam’s 
sharp eyes left the layout 
and focused themselves 
on the superintendent. 

“T’ll tell you some of 
the things that ought to 
be wrong with this heat- 
ing system, Mr. Fenton, 
and you can tell me 
whether or not I’m right,” 
was his surprising an- 
nouncement. 

Then he continued im- 
mediately: “You're not 
getting proper heat in the 
office building, and you 
have a lot of noise there. 
Your pump won't return 























with traps of another 


make without helping Fig. 3 


water to the boiler. Your 









































vo 








May 18, 1929 


return lines are full of steam—they are so hot you 
can’t hold your hand on them. Hum!’—he stroked 
his smooth chin a few seconds—“Guess that about 
covers the worst of it.” 


“D—n!” muttered Fenton with considerable feel- 
ing. Sam interpreted this to mean an endorsement 


of opinion, and turned back to the heating layout 
with a red pencil in his hand. A few rapid marks 
appeared, indicating changes in the piping system ; 
then Sam turned again to Fenton, 

“If you make these changes everything will be 
o. k.,”’ he stated confidently. “It won't be necessary 
to touch the traps or the pump, I don’t think. The 
changes shouldn't take over a day, and you doubt- 
less have all the necessary pipe and fittings left over 
from your installation.” 

Fenton studied the red marks and nodded his head 
to indicate that as far as the marks were concerned 
he understood the suggestions. He couldn't see, 
however, why these changes would cure the evil, par- 
ticularly since the changes were in the factory, in- 
volving one of the unit heaters, while the trouble, 
aside from the 
pump, was all in 
the office. While he 
was trying to grasp 
enough understand- 
ing about the red 
marks to ask a few 
intelligent ques- 
tions, Sam broke 
into his thoughts. 

“Let's take a 
little trip through 
the office, factory, and boiler room now,” he sug- 
gested. “This’—pointing to the red lines on the 
blueprint—“is merely my working hypothesis. This 
is a cure for the troubles shown on the plans. I 
never yet saw a job that was installed exactly as 
shown on the plans, however, and there may be 
ether changes that should be made.” 





To HEATER _ 










2h, STEam Main 





4 
STRAINER 2/e 








FLOAT AND TrrEkmosTaric Tr 














fenton acquiesced, and called in his boss fitter to 
accompany them. There wasn’t much said while 
making the rounds, other than questions by Sam and 
answers by the superintendent and the boss fitter. A 
lew minor changes were suggested by Sam,-with 
notations on the plans, but the trip through the fac- 
tory and offices served merely to confirm his opinion. 
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“Well,” said Sam, after they had returned to their 
starting point, the superintendent’s office, “I guess 
that’s about all I can do for you. Drop me a line 
after the changes are made and tell me how things 
work.” He made a movement toward the door. 

“Hold on _ there!” 
quickly in front of Sam. 


exclaimed Fenton, stepping 
“You aren't going to get 
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Fig. 6 


out of here until you give me a complete explanation 
of why those piping changes are going to cure this 
sick job, Why, man, we've worked for weeks around 
here ripping out and replacing pipe and traps, and 
fussing around with that damn pump, and here you 
go out to one corner of the factory and suggest pip- 
ing changes in a place where everything is working 
all right, and then expect me to let you go without 
an explanation. I’m convinced that these changes 
will fix up the job because you told me what was 
wrong before I had a chance to tell you, but believe 
me, sir, I’m going to know why they will cure it, 
whether the explanation makes a jackass out of me 
or not.” 

Sam was willing. In fact, the reason he hadn't 
volunteered details was because he hadn’t been asked, 
and it wasn’t his nature to talk unnecessarily. They 
sat down, and Sam explained. 

It wouldn't help our story along any to show com- 
plete heating plans of the Boswick job, so we'll just 
give you an abbreviated layout in Fig. 1 that shows 
the points that told Sam what was wrong with the 
system. In Fig. 2 we show a detail of how the unit 
heaters were connected; and in Fig. 3 and Fig. 4 we 
show details of the piping layout in the corner of the 
factory before and after Sam corrected it. 

“The first thing I noted when I looked at these 
plans,” began Sam, spreading the plans in front of 
him on the superintendent’s desk, “was that you 
carry steam at 150 pounds pressure up to the unit 
heaters where you reduce it to 80 pounds, and that 
you carry this 80-pound pressure up to the offices, 
where you reduce it to 2 pounds for heating pur- 
poses. As soon as I noted these facts, I immediately 
looked to see what provision you had made for 
properly cooling your condensation before allowing 
it to get to the pump.” 

Sam looked at Fenton a bit reproachfully as he 
continued. “I found that you hadn't made any pro- 
vision at all.” 

Fenton squirmed in his chair slightly, but said 
nothing. 

“Well, that told the whole story,” said Sam, 
simply. “Do you see why?” 

(Continued on Page 119) 



































































































































On the job with 


Dolan & Olson 


AD A bit of a session with a dentist just re- 
cently. One of the best ones in the row com- 
menced to broadcast every time it came in con- 

tact with anything hot or cold, so the boy with the big 
pull looked ’em over, pried into them with a baby crow 
bar, and finally took a half dozen or more pictures and 
issued the proclamation that one must come out. 

So I stepped into the waiting chair, the nurse placed 
a force cup over my mouth and told me to breathe deep, 
and I did. I also tried to keep my eyes on two doves 
that were billing and cooing on the window ledge of the 
building just across the way, and was getting along 
like a million dollars when I suddenly floated out into 
the clouds; there were millions of wheels going around, 
then BING!—the nurse said, “Just rinse your mouth 


60 


out, please,” and across the way the same two doves were 
still cooing and billing, but that tooth was gone and in 
its place I had a hole big enough for the basement of 
a sky-scraper. 
Meeting an Old Customer 

Stepped out of the office and wanted to phone the 
shop, so I dropped into a near-by plumbing shop, be- 
cause I guess that it is the most natural thing in the 
world for a plumber to drop into another plumber’s 
store; asked to use the phone, dialed the number and 
was just getting set to talk to Hank when the door 
opened and one of our regular customers came in, pulled 
out an invoice and his pocketbook and proceeded to pay 
a bill, but did not notice me at first. 

Evidently Me and Hank had done something that we 
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should not have done, or else we had failed to do some- 
thing that we should have done, and this chap, whose 
name was still on our books, was slipping away from our 
day and cash book. 

‘Course I felt that we had always been more than 
square with him—we had given him service when he 
wanted it, we had quoted him prices and had booked 
jobs that paid us profits and some jobs that showed up 
in red, but on the whole we felt that this bird was one 
of our sure enough customers, and kind o’ hurt to find 
that he was slipping away from us. 

Well, we said “Hello” and spoke about the weather 
and, while I was surprised to find him in there paying a 
bill, he was just plain flabbergasted when he found that 
[ had come across him paying that bill. It was just 
another one of those embarrassing moments which are 
conducive of a silence which can be cut up into chunks 
and carried outside to air. 

The Source of the Trouble 

Getting back to the store, I told Hank about the en- 
counter and asked him if he knew of any good reason 
why this bird should be wandering around in strange 
pastures. ‘This chap was suffering from a combination 
of circumstances and a lack of understanding. Seems 
that during the past summer, while he was out of the city 
and his father was looking after the property, an ex- 
pansion tank in the second floor had arrived at that stage 
of its existence where a new bottom was. essential—in 
fact, without warning, a piece of the bottom dropped 
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out and several gallons of water followed the bottom 
and dripped and drizzled down through the floor and 
ceiling and into the rooms below, just naturally 
ruining the wall and ceiling decorations, and not adding 
anything worth while to the beauty of the varnished 
floors. 

So the old gentleman, having had this same experience 
before and having found the remedy, directed us to 
install a pressure system in place of the open tank system. 

And when the son got to operating the plant, he did 
not read the directions very carefully, or else he had an 
idea that the directions were not properly written, be- 
cause instead of leaving the feed valve open he insisted 
on keeping it closed and the result was a lack of circu- 
lation and a lack of heat. 

A few cool nights without the warm zephyrs from the 
radiators and he was up in the air and just mad enough 
at Dolan and Olson to pass them by entirely and look for 
someone better fitted to handle heating installations. 

And after the “other fellow” had shown him the error 
of his ways, he was too proud to tell his wife that he 
had made a bull, and when we pointed out the direc- 
tions on the wall at the side of the boiler, she sided with 
us, promised to square the whole situation, and she did 
it. So now we’re two customers ahead, the one that we 
lost and the one that we gained. 

Hank as a Heating Man 

Pulled a good one on Hank last winter. been hold- 

ing it back until he had time to cool off. It makes me 
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think of the chap in the grand stand at the State Fair 
who was selling lemonade—at least, he claimed it was 
lemonade; but his selling talk was a classic: “It’s ice 
cold lemonade, and it’s goody, goody, goody, goody, 
goody all the way down.’ That boy was sure selling his 
stuff. People listened, they laughed, they tried to imi- 
tate, and ended up by buying. And that’s just the way 
that I feel. 

Hank had the chap that repairs autos and fixes lizzies 
install a hot water heating system in his car and all was 
serene for a few weeks. That heater delivered the heat 
units—and how! But as time went on it seemed that 
higher temperatures were required to keep it percolating 
and finally, in a little chinning bee with a couple of sales- 
men, Hank let loose some words to that effect, so we 
adjourned to the garage to give the installation the OO. 





It looked all right, connections tight and everything 
shipshape, until one of the fellows found a bit of a plug 
in the top of the heater, and then he called the turn on 
Hank and demanded cigars. That darned heater was 
air bound and was fitted with a common ordinary little 
square-headed screw plug, making it necessary to use a 
pair of pliers to remove it and replace it. 

On top of that, it was up under the instrument board 
in such a place that a fellow would be certain to bark 
his knuckles every time he had to open the blamed thing, 
so one of the salesmen delivered an address on air valves 
and their uses and suggested that Hank go to some first- 
class heating supply dealer and purchase a wood wheel 
air valve and have it installed by some competent me- 
chanic. 


DOMESTIC ENGINEERING 


May 18, 1929 


Can you feature that? A dealer in heating materials 
using a radiator fitted with a plug instead of an air valve? 

After Hank got the air valve in place he remarked 
that perhaps the air in the radiator was the reason that 
he had been running at a high temperature and this had 
evaporated the alcohol in the radiator and caused the 
radiator to freeze. Oh, boy! A heating man with an 
air-bound heat unit and a frozen radiator all on account 
of the lack of an air valve. 


Harry Gets a Welcome 

Got a service call some time ago that started in pretty 
much the usual manner, but ended in a bang. Customer 
called up and wanted a plumber to drop around and 
repair a few faucets and adjust the valves in the tank, 
so Harry was given the ticket, along with a couple of 
others in the same part of the city and proceeded on his 
way. 

He had hardly left the store when the phone bell rang 
again, and it was the same customer, and she was sure 
agitated. Wanted to know how soon that plumber could 
get to her house and seemed very much relieved to know 
that he was on the way. 

Then I lost her. Jiggled the hook up and down, but 
could get no answer. Said “Hello,” soft and sweet, and 
hollered “Hello” good and loud. All with the same 
result. 

Placed the receiver on the desk and went about vari- 
ous other duties and by and by heard a murmur, so I 
picked up the phone and our friend was at the other end 


of it again, and such a difference. 
(Continued on Page 74) 














Harry was welcomed by three excited women 
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PLUMBING © HEATING 
MERCHANDISING 


In Large 
Communities - 






Here are tuo stories 
one Jrom a city 
OT; over 50,000 and 


one {rom a 


‘ity of 
Gbout 5,000 and [7 THE 
amenehio-eel public is to 
ent mercnanaising he sold 
1s seen to be a pay- more and. het- 
ing proposition. ter plumbing, 

it must be 
shown more and_ better plumbing. 
That fact is especially well demon- 
strated in the outstanding success of 
the O’Pry Heating & Plumbing Com- 
pany, Macon, Georgia. 

Only thirteen years ago G. C. 
©’Pry, who had been a_ practical 
plumber for some ten years, opened 
a little shop in Macon. Even in 
those days he believed that the way 
to sell plumbing fixtures and service 
to the discriminatinng individual was 
to show him these fixtures and serv- 
ice—then tell him about them; and 
he went about showing and _ telling 
to the best of his ability under the 
circumstances in those early days. 

\s business grew and enabled him 
to expand his shop, he devoted more 
and more thought and attention to 
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showing and telling. itt 
more than a year ago the firm, then 
imicorporated, moved into its present 
location, and into a store that enabled 
Mr. ©’ Pry to show his merchandise 
and tell about it under what he con 
siders almost ideal conditions. 

And has this showing and telling 
polhey paid? Well, the company’s 
total volume of business for the past 
12 months amounted to $1,000,000. 
There is but one way to answer that 
question! [specially since the firm 
does not solicit nor get business on a 
price basis. Many of its largest jobs 
are secured on a non-competitive 
The company not only does a 
lot of contract and jobbing work 
right in its own town, but it goes into 


basis. 


some five neighboring states and does 
large contracts, as well. The two 
largest hotels and the largest theater 
in Jacksonville, a new hotel in Mont 
gomery, a big hotel in Nashville, a 
huge government project in Quantico, 
‘\irginia, these represent some of the 
63 
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Finally, a little 


vac ae 


rate a 
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Or in Small 
Communities 


— It Pays to Merchandise 


(3117 {)] state robs COMparativels re 


cently done by this Macon firm 


\nother thine that represents the 
efficiency of showing and telling is 
olume of $12,000 done during the 
past 12 months in colored bathroot 


fixtures. 
A Good Retail Location 


‘The store 1s located at a busy re 


tail street. The front is practicalls 
all glass, and the interior always 1s 
well lighted, so that few people p 
the store, either afoot (1 by Lil 

bile, who do not at least glance a 


} , + 
. oTreat many StOp alli OOK a Lil 
interior: and some come in. 


| 1 
iWown thn 


right-hand side ot the 
store, starting within four feet ot 
the glass front, are display booths 
which are replicas of modern bath 
rooms. They are of the proper size, 
shape and dimensions. There are 


several ot these. ‘Three—the first 


three toward the front—are devote 
exclusively to the display ot colored 
ware. Everything belonging in a 
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modern bathroom is in its place, even 
to a piece of soap in the built-in soap 
tray. 

Back of the three colored-ware 
booths are those containing the regu- 
lar white fixtures. Each booth here, 
too, represents a complete, modern 
bathroom. 

In the central section of the spa- 
cious display room are the various 
models of water heaters and heating 
units sold by the company; and to 
the rear of this central section is an 
plant, of the 
make the company pushes, connected 


oil-burning heating 


and in daily use. It serves alike as a 
demonstrator and as a practical heat- 
ng system for the store and shop. 
In this central strip also 1s a glass 
showcase containing samples of the 
various small bathroom and drinking 
fountain fixtures and accessories. 

the left-hand the 
room are the various models of sinks 


Down wall of 
and wash basins carried by the com- 
pany. hus everything the company 
has to sell is on display in this sales 
room; and much of it may be seen 
even without a person coming inside 
the store, so well is the place lighted 
and so open ts the front of the build- 
Ing, 

In connection with item 
the 


soap rack to a complete set of colored 


every 


shown on Hoor, trom a single 
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enamel bathroom fixtures, there is a 
neat price tag, giving the price of the 
individual item or the set or unit on 
display. 

There is a tile floor in each of the 
model bathrooms. ‘The price tag in 
each of these not only gives the price 
of the complete unit of fixtures but 
a price for the tile as well. A typical 
tag in a booth reads: 
“Price for complete set of fixtures 
installed—$625—Price of tile, ap- 
proximately $250.” The card on 
which the prices are written gives the 
name of the tile firm which supplied 
the tile 
which 


colored-w7re 


for these model rooms and 
the 


its customers. 


company recommends to 

“We make it a point to price every- 
thing, regardless of how much it may 
cost,” Mr. ©’Pry declared. “‘We be- 
lieve that there are several advantages 
in this. In the first place, we try to 
We 
encourage people to come in just to 
look When such a 
comes in, he may become interested 


make our floor a real showplace. 


around. person 
in a certain set of fixtures or an in- 
dividual item. He may not want to 
buy it right at the time; and not being 
actually in position to buy at the mo- 





ls thre O'Pry store looked On the 


mg day 


open- 
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ment, he hesitates to inquire about 
the price. Here it is not necessary, 
because he can see tor himself. One 
reason advanced for not showing 
prices on the higher-priced units is 
that the figures frighten away a pros- 
pect. We do not find that the case 
lf they did, they would just as 
quickly frighten him away when they 
were quoted direct. The longer a 
person thinks over the price and the 
quality of the merchandise the more 
reasonable the price seems; and we 
find that the plain price cards shown 
with the merchandise help to break 
down that resistance to higher figures 
for higher grade merchandise. ” 
The store is located 1n suclr a posi- 
tion that many. school children pass 
it on their way home each day. Mr. 
()’Pry declares that nearly every day 
from one to a dozen or more girls 
stop in at the store and look at the 
model bathroom displays. He 
ecards this as a favorable sign. 
“And we consider this very signif- 
icant “It means that the 
younger generation is becoming in- 
terested in modern plumbing. 
children of today not only will be the 
grown-ups and customers of tomor- 
row, but they ‘have_a profound in- 
fluence upon their own homes right 
If they are sold on modern 
hathroom fixtures, they go a long way 


re- 
he Savs. 


‘These 


how. 
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toward selling their parents 01 th _—_lti:—<l]}° \]\ACON TELEGRAPH * | 
value of such fixtures.” 1 | 
A Successful Opening | A BEAUTIFUL CAR | 
When the firm was ready to open | Pe pur rite 
its new display room, it advertised | S . | 
extensively in the local newspapers, | id 
inviting the public to come and wit- | 
ness the “‘Unveiling of one of the | 
South’s most modern plumbing fix- (Ff , 
ture displays.” The advertisements | | 
promised a complete and interesting | | INVITATION 7 
showing of the newest things in mod- | | To The Unveiling of Our 
ern plumbing fixtures. i} . 
Evidently such a promise held in- |} $20, 000 DISPLAY . 
terest for a lot of people, because |ff wm he cen ec as Seas aces 
6,200 of them came and registered || agen len ake Werte at heeeeaeiaimiomanaecaniciie K; 
their names and addresses on open- |ff a ere 
ing day! A lot more came, couldn't TODAY 
set in and came back days later to 
Jee the showroom and marvel at its | atl Baten Penn “ssp aurea ietioer ° 
completeness. Each person who reg-  |ff ib tue th Sota aor Steady ae lon | 
tstered was given at the time a carna- | weg nn scars 
tion. | A $2,500 Bathroom in Black and ; 
Not only did the crowd on opening White With Gold Fixtures 
él iy provide a fine mailing list but it | Qainct tee cones aa ae ie dee one 
produced considerable actual business | nts ket St airlaoe prf a wonder 
i] An _ Lavatory In Solid White China 
Right: The full page ad on the opening; . Rr tape eee 
Below: A pleasing corner of the display ' 
O’PRY HEATING & PLUMBIN 
GCO. 
| 163 Cotton Avenue Phone 2086 
= . : | 
as well. That was proven by the photographs of homes in which the 
fact that several customers came in’ firm has done the plumbing or heat 
during the ensuing week, said that ing installations. No pictures of 
they saw such-and-such a fixture large homes or commercial buildings - 
on opening day and wanted it. are incltided here, because the mer ? 








A local banker came back a few 
days later, sought out Mr. O'Pry and 
led him over to the first model bath- 
room showing colored ware. He 
pointed to an elaborate mirror hang- 
ing above the basin. “I wish you 
would send that out to my house and 
put it in my bathroom in place ot 
the medicine cabinet you'll find there. 
| was in here on opening night and 
[ knew right when I saw this display 


that I was going to have that mirror.” 


Then the banker caught hold of a 
neat tan curtain hanging on a metal 
rod that ran around the bathtub. “‘l 
want that complete set, too. Please 
have your man install it for me 
curtain and rods.” 


Across the entire left-hand wall, Using Photos to Sell , 

. . “ . orn . . .. . ‘i ? 
directly above the display of basins Testimonial advertising 1s pet | 
° J P , , — ‘ 

and sinks, are two rows of actual haps the oldest form of publicity, and ’ 


chandise displayed 1s meant for small 
and medium-priced homes, and pt 

tures are shown of homes such as the 
average prospect, who might see the 
merchandise and pictures, owns. 

“Tt is surprising how much these 
pictures help us in selling the fixtures 
for this type of home,” Mr. O° Pry 
declares. “We make it a point to 
have the lower line of photographs, 
especiallv, of homes which we did 
some vears ago-——five to ten years In 
many cases. We point to these pic 
tures, tell the prospect who owns the 
| hi 


1 1 
homes now, tel] Wn) 6wWHhen We] IT? 


stalled the fixtures or heating unit, 


1 “iy 
and ask him to go out and inspect 


the fixtures and talk with the owners. 


Sad " 








Hh 

t still is the most effective when used 
practically. There is no advertising 
cr sales talk like the words of a satis 
fed custor when it comes to 1n- 
ducing a prospect to make up his 


Next to the 


buy TOM) Vou. 


word of the Customer himselt. the 
utter ot the seller LQ) send the prospect 
to the customer 1s the most con- 


We find by actual expe- 
rience that it 1s possible to point to 
tall 


and close a deal which 


vincing. 


these pictures, about the jobs 


they represent, 


was impossible to close previously 


They simply show the prospect that 
a jot of work and 


done are 


: ’ 
Willme to stand th se JOOS mM Vel 


ti} , reliable Wolk hor themselys “Sats 


Salle Yer ral 


bei 11) ling lare contract al}ys 
lic has a sales manual Which consist 
mail actual photographs (>| 
bnuldines in which the firm has in 


stalled the plumbing, heating or both. 


Ile makes it a point to have a photo 


evraph takem of every sizable job done 
company, both residential and 
lt 1 
has several views taken of it. 


ly the 
commercial. he job is an unusual 
GIG, he 

“These pictures we use consistently 
when we talk to prospects about get- 
ting their work,” Mr. O'’Pry points 
out. “It 1s agreeably surprising how 


*“)¢) 
ag 
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much it helps in closing a deal. It 
simply leaves the impression 1n the 
naind of the prospect that if we have 
od enough to get these varti- 
ous large jobs and turn them out to 
the apparent satisfaction of the cus- 
tomers, then we ought to be reliable 


enough to do his work too. This 1s 





Looking down the length of the store as 
if appeared On the 6,200 


people wisited it 


opening day. 


all 


especially helpful im soliciting a con- 
tract in a distant city, where the pros 


pect does not have occasion to know 


of our firm.” 
lkach picture ts captioned, so that 


1 


the prospect know wiat and 


may 
where it is. He 1s told at the outset 
that the firm would be glad for him 
to wire, write or visit any ot those 
concerned with the letting of the con- 
tracts on these jobs and to permit 
iheir replies to govern him in his 


a cones , 
moce OT a 


contractor, 
Supplementing this form of sell 
ing, the company uses another novel 
idea that has turned out to be highly 
practical in closing important out-ot- 
When Mr. O'Pry hears 
ofa large contract to be let, he ascer- 


LOW yobs. 


tains who is the architect or contrac- 
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tor who is to be the big factor in let- 
ting the job. Then he goes to sol 
of his old and highly satished cu 
architects Or con- 


tomers—usually 


tractors or bankers known to 
nan responsible for the letting of 


job in question—and asks these cus- 


~ 


tomers to wire the prospect a reque: 
that he consider the O'Pry firm 

letting the contract and = informin: 
the prospect that the firm is highly 
reliable to the actual knowledge | 
the wiring 


_ 
— 
’ 


the customers who do 


iy 





The firm recently secured a_ large 
local contract, placed by a national 
organization, through this method. 
The company 
care to satisty every customer 1 
able to 


exercises unusual 
so doing it is 
recommend — that 
these customers in determining who 
is to do their plumbing and heating 


SCTVES., By 


yrospects consult 
| 


work, without fear of losing out as 
a result of the consultation. One 0} 
the first commercial jobs done by the 
company when it was established 
thirteen years ago was the installa 
tion of the plumbing in a local dry 
goods store building. Recently the 
firm installed the plumbing and heat 
ing systems in the new and elaborate 
homes of the general manager and 
assistant manager of the dry goods 
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store. The first two customers the 
little shop had atter its opening still 
are regular customers. 


Using Satisfied Customers 
Often when a salesman for the 
company goes out to see a prospect 
he has with him a typed list of sev- 
eral old customers, together with 
their names and addresses. After 
showing the prospect the pictures and 
talking to him about the proposed 
job and the company’s service, he 
hands this list to him and asks that 
he get in touch with one or more of 
them and inquire about the company’s 
reliability and 
the list contains names of customers 
in whom the prospect is likely to be 
most interested because of their work 
being somewhat similar to his pro- 
posed job. 

The company employs two sales- 


service. Obviously 








HAT the size of the com- 
munity in which a man oper- 
differ- 
in his opportunities to make 
a success is well illustrated by the 
Demi, of 


makes no great 


ates 


ence 


experience of Itrnest I. 
Philipsburg, Pa. Philipsburg has 
about five thousand population. ()t 
late years it has become the recog- 
nized thing for city newspapers to 
sell the basis of 


advertising on 
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men, both of whom work on straight 
salarv. “We do not want men who 


are only salesmen,” Mr. O’Prv de- 


clares. “First of all, they must know 
the fundamentals of the plumbing 
and heating business. Then they 


must know our policies and methods 


of doing business. Accordingly, we 
do not require them to devote all their 
time to selling. In tact, we would 
not them to even 
though they wanted to. We require 


them to work on the floor and talk 


permit do SO, 


with visitors, to help unpack stock, to 
make it up—everything that keeps 
them in intimate touch with all phases 
of the business. \We are sure that 
it pays us.” 

The company is exceptionally care- 
ful in the selection of its apprentice 
boys. No boy who has not had as 
much as a high school education 1s 


employed, and for good reason, as 





erchandising im the 


0/ 


“Our jour- 


nevmen are the most important point 


Mr. O'Pry explains it: 


ot contact between the and 


the 


COMPA) 


customer. [hey are in position 


to create a lot of goodwill tor us, or 
a lot ot ill-will, depending upon how 
they conduct themselves while in the 
homes ot the customers or on the 
commercial job. Just because a man 
wears overalls 1s no reason why he ts 
the 
no reason why he cannot be a factor 


not watched by customers, and 
favorable to the continued growth of 


the company. Thus, when we hire 
an apprentice, we ask ourselves if he 
is of the timber that will develop into 
a contact man who will build good 


\s ad Te 


watchtulness in 


will tor us in later years. 
this 
apprentices, we have built up an or 


sult of hiring 


ganization which, we feel, is a con 
tinual sales factor working for us 


with our best interests at heart 


Smaller Community 











Mr. Demi in the general office. His private 


J 


oTnce 1S lo file right 





“trading area.’ ‘That is, although 
a newspaper's circulation is mainly 
in one city, it will have circulation 
in the area around that citv among 
those who come in from outlying 
So that. 


les 


homes to do their buying. 
Mr. Demi, in sizing up the sa 


possibilities for his busin 

not alone on the populatio 
Philipsburg, but heures in the 22> 
OUD population ot the trac hy re 
ot which it 1s the centet \nd it 
doesn't seem to have heen the 
Newspapers who tau t him how 
to vauve hy total market lle 
knows his town and the surround 
ing country as a man must kno 
his market. its mdustries, 1ts in 
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come and its sales possibilities. 


Successful Education 
ne example of the kind of alert- 
ness which Mr. Dem1 
where sales opportunities are con- 
cerned is his use of the booklet pro- 


possesses 


duced by Domestic ENGINEERING 
for use in connection with the 
Bath A Day Campaign. Some 


time ago Mr. Demi purchased a 


supply of these booklets—*The 
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of the Bath’ helped to close the 
sale.” 


[t is always difficult to get at 
the day-to-day selling activities of 


a retailer. His selling methods be- 
come a kind of nature to 
him and it does not occur to him 
that he is doing anything unusual 


second 


when he convinces a prospect of 


the value and convenience of an 
extra bath room. ‘The above in- 
stance will serve to indicate that 





Story of the Bath’—to be dis- 
tributed with his compliments at a 
Kiwanis party where the ladies 


were present. “I have had a con- 
tinuous flow ot business trom that 


distribution,’ says Mr. Demi, “such 


as extra bath rooms, new. sinks, 
new tolets. etc... which also lead to 
the sale of other materials and re- 


pairs, including thermostats, water 
heaters, heat controls, boilers, pipe 
In one particular 


CON ering, eo. 


case where an extra bath tub was 


needed, the tub was sold and an 
extra bath room was suggested and 
installed in a home where there 
were already three bath rooms. 


The total cost of this job was SIX 
hundred dollars. \nd there 
many other cases where “The Story 


were 





The complete displays m the Demi store 


aid sales 





r. Demi has what we have called 
‘selling sense.” He 
for a continuous educa- 
order 


\ 
the 
the need 
tional and selling effort in 


— 


is alive to 


that the business may be kept in 
a state of healthy growth. The 
distribution of “The Story of the 
bath’ and the resulting-sales form 
a part of the selling he has been 
doing since he went into business for 
himself. 

He is a regular user of newspaper 
advertising, ot the 
capable retailers in our industry 


are most 


as 


who on their operations in 


maller communities where news- 


carry 


paper advertising rates are not ex- 
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cessive. His newspaper advertise- 
ments are briet and to the. point. 
Occupying one column in width 


and about five or six inches high, 


they can be read at a glance. Here 

are two typical examples. At the 

head of one appear the words: 

‘““BE SURE YOU ARE 
RIGHT THEN GO 
AHEAD” 

words is a 

illustration 


Following these 


pleasing bathroom 











made from a pen and ink drawing 
and below the illustration are the 
words: 

“YOU CAN'T GO WRONG 
ON THIS BATHROOM 
expert Work 
Reasonable Prices’ 
followed by his name, address and 

telephone. 

\nother advertisement is headed: 

“THE PURCHASER 

GAINS WHERE 
QUALITY REIGNS” 

followed by another illustration 
and “\We Guarantee Satisfaction.” 

This newspaper ad- 
vertising has, of done its 
share in building up prestige and 
Mr. Demi, keeping his 
name and service before his com- 


consistent 
course, 


sales for 
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munity all the time. We repro- 
duce, also, a typical sales letter. 
Note that the newspaper advertise- 
ments are devoted to general sell- 
ing. They are meant to win con- 
fidence for the service offered. The 
sales letters capitalize on that con- 
fidence and take up the job of sell- 
ing a definite product. This seems 
to be good practice in the plumb- 
ing and heating fields where the 
items to be sold are not bought 
every day and where the total cost 
must be arrived at in each case in 
accordance with the conditions 
found. 


The Value of a' Good Bookkeeper 


Mr. Demi went into business in 
Philipsburg, with a partner, in 
1908. In 1911 he took 
business and has since 
ducted it by himself. 
yhotograph, which there 1s 


over the 
then con- 
An inter- 
esting 
not room to reproduce, shows his 
place of business in 1912. ‘There 
is a great difference between that 
establishment and the one pictured 
Then his 
In one of the photo- 


herewith. desk was in 
the store. 
eraphs shown you see Mr. Demi 
at the desk in the general office. 


This desk 1S occupied by his book- 


keeper, who-takes charge of the 
the ‘day. 


His own 


store during 
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ERNEST E. DEMI 


Plumbing, Heating, Tinning 
Bath Room Supplies 


Philipsburg, Penna. 


his letter contains real news. 
The enclosed | et illustrates and 
describes two of the finest, super- 

latively sanitary fixtures made for 

your bath room. 


As Master Plumbers, we know only too 

well the dangers to your health, as 

well as the constant expense, which 

result from cheap fixtures. An 

attempt to save money on Bathroom 

fixtures almost inevitably results 
D 
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in a constant out-go for repairs. 
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Another view of the Demi store. The. of- 


© ; 
fices are at the back 
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private ofhce is through a door to 
the right ot the picture. 

Referring to the bookkeeper, Mr. 
Demi 
to my 


says: “A good bookkeeper 
essential in 
Many 


when cl ladv COMICS nto Our store 


mind is most 


all plumbing offices. times 


| find that a lady clerk can make 
sales that no one else can make, bv 


offering suggestions, etc. Further, 


the answering ot the telephone in 
the right manner is another very 
important plumbing 


I 


thing in the 


business. Courteous treatment 


telephone helps 


over the to make 


sales and hold customers. 


“Steady grind,” savs Mr. Dem1, 


oO 
“and careful watch bver everything 
at all times has aceounted tor the 
growth ot the business.  [efheient 
help, doing good work and show 
ing courteous service to all cus- 
tomers have helpegl., — 
When the pictur lentioned 
above ot the old store taken, 
the firm was doi usiness of 
SlOO000O a vear. lor the last tour- 
tecn vears the firm has done an 
annual business varving from $50,- 


investment 
from $1,500 to $40,000. 
ie steady grind and salesman- 


OOO to $125.000. The 


has grown 
1] 


1 


ship see to have been a good 


yrescription in Alr. Dems case. 
| 


























PLUMBING SERVICE AT Your Dou gy ne 
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Some effective ideas to help make 
the complete repair truck pay its way 


As told by Dan F. Guth, Wheeling, W. Va. 


“T ran a photograph in the news- whether the boiler or closet tank 1s 
papers for some time as an announce- worn out until he is told about itt. 
ment to the public. On the doors at When I have the article with me he 
the rear of the truck is the wording cannot say, ‘just fix it temporarily, 
as follows: ‘We bring our tools and Often I have been working some- 
materials with us, and I can truth- where repairing a closet tank, and 


’ 


fully, say that since this truck has someone in the same neighborhood, 
been in operation, March 1, 1928, | seeing my truck, has asked me_ to 
have never gone back to the shop for come in to their home before I leave 
anything. fer the shop. On several occasions I 
“Vou spoke about the thirty-gallon have imstalled a boiler, with heater, 
yrange boiler in the truck, whether [ thermostat, brass fittings and copper 
often sell such items as this off the — piping before TI left that street. 
truck. I just wish to tell you of a “When 1 leave the shop in_ the 
Few more of the large articles carried inorning I very seldom get back be- 
in the truck on the same side as the fere 3 o'clock im the evening, calling 
holler. One enamel iron closet tank, lo the shop for INCOMING calls during 


crated; completely assembled—one — the day. 
eitreous china closet bowl—one com- “The truck has a permanent inven- 
on closet seat; one medium priced tory under an index system, and all 
white closet seat; one high priced inerchandise used out of the truck ts 
white closet seat; one coil heater; two charged to the job as soon as tt is 
ad bends; two cast iron closet taken out of the truck. This mate- 
nds; one each lead traps 1%” and — rial must be placed back in the truck 
114% in S and P's; basin cocks; sup- «gain when it comes into the shop. 
| : traps; bath cocks; connected Soime mornings before I leave for my 
waste and overflows; Yo" and 38” work, 1 have the merchandise to put 
rass pipe-swmging spout bibbs, plain back into the truck from five or six 
hbs, stop and wastes; two brass jobs, each job having been of entirely 
drum traps; one lead drum trap. different nature. 
“L have sold many articles other “The truck is a complete success 


than that which I started out to sell, and I would not go back to the for- 


because the customer does not know mer way of handling repair work. 
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Study Contract Provisions for“Extras” 


If the contract specifies that certain things must 
be done to justify charges for extra work, those 
provisions must be followed to claim payment 


S A general proposition of law, where a building 
contract provides for the payment of extras, “only 
upon the written authority of the architect or 

owner,” it means what it says. It follows, if a con- 
tractor fails to comply with such a provision, and per- 
forms extra work without written authority, he may 
encounter great difficulty in obtaining payment therefor, 
even though he acted in the best of faith. 

Needless to say, this is an important point of building 
law, the overlooking of which may easily lead to a sub- 
stantial loss on the part of a contractor. And, as an 
illustration of the possible danger to a contractor in a 
situation of this kind, the Iowa case of M. Plumbing & 
Heating Company v. Magarian, 207 N. W. 750, may be 
examined with interest and profit. 


Plumbing Contract Entered Into 


In this case the plumbing company contracted to per- 
form all the pipe and plumbing work upon a certain 
building for the lump sum of $882. The contract was 
entered into as the result of the acceptance of the bid 
submitted by the plumbing company, and contained the 
following provision in respect to the payment for extras: 


‘No change shall be made unless in pursuance of a 
written order from the owner, signed or countersigned 
by the architect, or a written order from the architect 
stating that the owner has authorized the change, and 
no claim for any addition to the contract sum shall be 
valid unless so ordered. * * * If the contractor claims 
any instructions, by drawing or otherwise, involve extra 
cost under this contract, he shall give the architect writ- 
ten notice thereof before proceeding to execute the work. 
No such claim shall be valid unless so made.” 


The bid of the plumbing company was based upon a 
blue print furnished by the owner which carried three 
dotted lines from the building into the street. This, it 
was conceded, indicated that the contract called for a 
sewer connection at that point. However, before the 
plumbing company started the work it discovered that 
there was no sewer in the street which faced the build- 
ing, and that it would be necessary to run a sewer line 
112 ft. farther in order to connect with a sewer in an- 
other street. 

Obviously, this called for a lot of extra work that the 
plumbing company had not counted upon when it sub- 
mitted its bid, and agreed to do the work for $882. So, 
the plumbing company took the matter up with the ar- 
chitect in charge—the owner, it appears, was a non-resi- 
dent—and the architect, it was claimed, advised that the 
extra work be done. And now we come to the vital 
part of this case. 

The plumbing company, it appears, acted upon the 
alleged advice of the architect, but utterly failed to com- 
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ply with the terms of the contract in respect to the per- 
formance of extra work. In other words, the plumbing 
company failed to obtain a written order from the archi- 
tect authorizing the work, nor did it furnish the latter 
with written notice, as required by the terms of the 
contract. 

Thereafter, when the plumbing company presented its 
bill for this extra work, the owner refused to pay it on 
the ground that the work had not been authorized in 
compliance with the terms of the contract. The plumb- 
ing company thereupon filed suit, and recovered a judg- 
ment in the lower court. From this the property owner 
appealed, and the higher court, in passing upon the 
question raised, reasoned as follows: 


The Language of the Court 

“The evidence in the case shows that the appellant, 
property owner, knew nothing of this matter until after 
its completion, when the bill was presented * * * It 1s 
conceded by the claimant, plumbing company, that it 
had no written order from the architect or the owner 
to do the work. A reading of the matters of contract 
between these parties leads to but one conclusion—that 
the contractor was not to be paid for extras unless those 
extras were made under written order as provided in 
the contract. The owner had the right to stand on his 
contract, and there is no reason why the plumbing com- 
pany should recover herein. * * *” 

However, the plumbing company took the position 
that, since it had performed the work, which was abso- 
lutely necessary, in good faith, it should be allowed a re- 
covery in any event. But, in the light of the evidence 
that the plumbing company knew of the condition before 
it entered upon the work, the court: denied this conten- 
tion in the following language: 

“The plumbing company testifies that this condition 
was discovered before it entered into performance of its 
contract. Having thus acquired this knowledge, the bur- 
den was upon it to comply with the terms of its con- 
tract, and either refuse to go forward under the terms 
of the contract or make some arrangement with the 
owner on account thereof; but, having failed so to do, 
the loss, if any, must rest upon the plumbing company 


and not upon the property owner. illite 


Conclusion 


So, that was that, and the court concluded by reversing 
that part of the judgment which allowed the plumbing 
company a recovery for the extra work. Holding, as out- 
lined in the opinion, that since this work was performed 

(Continued on Page 166) 
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Isometric 


and the Heating 
Contractor 


By H. T. HALL 


Article No. 4 


N TAKING up again the subject of drawings for 

heating layouts, the reader is referred to article No. 

1 of this series in the issue of March 9, article No. 
2 in the issue of March 23, and article No. 3 in the issue 
of April 6. 

Oblique projection follows along the same general 
scheme as isometric projection, except that the angles of 
the lines are altered in such a manner that the face of 
the object is toward 
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Horizontal Lines 
Parallel to Observer 











Fig. 1 


between the two. This is illustrated in Fig. 2, where 
“A” is a 30-degree oblique projection of the box previ- 
ously drawn in isometric, “B” a 45-degree and “C” a 
60-degree projection. The differences are plainly ap- 
parent. 

It will also be noticed in Fig. 2 that as the angle is 
increased the portion constituting the top becomes of 
larger size, which may or may not be a desirable fea- 

ture. For the purposes 






































the observer instead of later discussion it 
of the edge. In this , an f / will be assumed in this 
method, vertical lines , a i a Jf | * article that the more 
are represented by [ fr he 1/7 «4 | : or less standard angle 
lines running from the L Fall VY t VY \) of 30 degrees will be 
top to the bottom of A ‘B* C" used. 

the sheet, and _ all - Laying Out Oblique 
horizontal lines par- Fig. 2 Projection 
allel to the observer In order to compare 


by lines running from right to left (or left to right across 
sheet ) and horizontal lines going away from (or toward) 
the observer by diagonal lines drawn at a 30-degree, 
45-degree, or 60-degree angle from the lines running 
from left to right (the horizontal lines). 

This explanation will be more quickly grasped by ref- 
erence to Fig. 1, where the directions of the lines are 


eraphically indicated. In regard to the angles shown 








B 











Fig. 3 


of 30 degrees, 45 degrees and 60 degrees, these are en- 
tirely arbitrary, as any angle between 1 degree and 89 
degrees may be used. As a general thing, 30, 45 or 60 
degrees are selected, owing to the fact of all draughtsmen 
having triangles cut to these angles, and 45 degrees is 
often the angle preferred. When 30 degrees is used, 
the length of the drawing from left to right becomes 
greater, whereas with the 60-degree angle, the height of 
the drawing from the top to the bottom of the sheet is 
increased, while with 45-degree there is a compromise 
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both methods of drawing, the box originally laid out in 
isometric will now be laid out in 30-degree oblique pro- 
jection. First it will be necessary to select the face of 
the object, which is to be shown as turned toward the 
observer, and any face may be chosen as desired. The 
drawing, however, usually is made in a natural posi- 
tion—that is to say, so as to bring the top of the box on 
the top and the bottom of the box on the bottom. 

To accomplish this, one of the vertical faces must be 
assumed as turned toward the observer, this face being 
the front, back or either of the two ends. For purpose 
of illustration in this case, the front of the box will be 
assumed as the side turned toward the observer. 

Selecting any scale desired, two horizontal lines are 
run across the sheet near the bottom, the lower line rep- 
resenting the bottom of the front as shown at “A” and 
“B” in Fig. 3. The distance between these two lines 
must be (by scale) exactly 12 inches, as 12 inches is the 
height of the front of the box. Somewhere near the 
left-hand side of 
the sheet draw a 
line between the 
two parallel lines 
and perpendicular 
thereto. This will 
represent the left- 
hand end of the 
front of the box 
and gives a start- 
ing point from 
which to work. 


























Fig. 4 
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There have now been shown three boundaries of the 
front of the box—namely, the bottom line, the top line 
and the left-hand end. To locate the right-hand end, 
all that is necessary to do is to measure along the top 
line “B” or the bottom line “A” and draw a line be- 
tween the two wherever the length of 24 inches falls. 
This is represented by the line between “D” and “C” 
in Fig. 5. 

The angular lines shown as starting at “B” and “D” 
are simply extended to the right from these two points, 
but must run at an angle of 30 degrees from the base 
lines “A”-“C” and “B”-“D.” As the front of the box 
has now been definitely outlined, the top may be devel- 
oped. All that is necessary for this purpose is to meas- 
ure out the diagonal lines beginning at “B” and “D,” 
the width of the top (or 20 inches by scale) and place 








Front 























Fig. 5 


two points “E” and “F” thereon, and then connect “E” 
and “F’’ by a line, which must be parallel to the line 
“B”’-“A.” (See Fig. 6.) Similarly, measuring out 20 
inches by scale along the diagonal line starting at “C” 
gives a point “G,” which is the width of the bottom, 
and can be connected to “I” by a line parallel to 
“D”-“C,” thus forming the end of the box. 


Invisible Lines 

It will be seen that three of the six faces of the box 
have been shown, viz., top, front and right-hand end. 
There are still three faces (bottom, back and left-hand 
end) which have not been indicated. The indicating of 
these faces is very simple; starting at the point “G,” 
carry a dotted line to the left, parallel to “A’-“C”’; 
starting at “E,” carry a dotted line towards “A”«C” 
and parallel to “B”-A”’; starting at “A,” carry a dotted 
line parallel to “B”-“E” and in the same direction. If 
the drawing is correct these three lines will intersect at 
a single point “X,’’ see Fig. 7, and the three invisible 
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Fig. 6 


DOMESTIC ENGINEERING 73 














ietantenimatees + 4 























Fig. 7 


faces of the box then will be indicated by the dotted 
lines. 
Peculiarities of Oblique Projection 

A study of the box drawn in oblique projection, as it 
finally appears in Fig. 7, shows that all lines which are 
parallel in the object appear as parallel lines in the draw- 
ing; that all lines are shown by scale in their true length 
(except as explained later) and that the areas are true 
areas in two cases (the front and the back of the object), 
but that all other areas are not true areas owing to the 
angular distortion. 

It was previously demonstrated in oblique projection 
that any angular line which did not run parallel to one 
of the edges would not show to scale on the drawing, 
and this also holds true on the oblique projection draw- 
ing except where such diagonal lines occur on the front 
or back of the object, in which case they will be true to 









7rve Ova. . 





- 





— Dra. _] 











Fig. 8 
scale in oblique projection. It is also much easier to 
draw a complicated object in oblique projection, as one 
face of the object may be traced direct from the ordi- 
nary drawing, owing to the fact that there is no distor- 
tion in the face of the object toward the observer. 


Oblique Projection of Cylinders 

To draw a cylinder in oblique projection is much 
easier than in isometric, provided the end of the cylinder 
is assumed as being the face toward the observer. In 
this case draw circle of correct diameter by scale, run 
lines from the circumference of the circle to the right at 
30 degrees, and measure along these lines to locate the 
other end of the cylinder. Then draw another circle at 
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the end of the cylinder, one-half of the circumference 
of which will be dotted as shown in Fig. 8. 

If, however, the side of the cylinder is to be shown as 
toward the observer, then the side of the cylinder must 
be shown in true appearance, but the end must be ovaled 
in the same manner as described in isometric. This is 
illustrated in Fig. 9. In other words, an oblique projec- 
tion box is constructed in which the height and width are 
equal to the diameter of the cylinder, and the length equal 
to the length of the cylinder. In the ends of the box 
the oval is formed to represent the ends of the cylinder. 


Laying Out a Piping System 


When showing a layout of piping in oblique projec- 
tion it is usual to have a plan and elevation from which 
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Fig. 9 


to work, and to lay out the surrounding walls as a guide 
for locating the piping. 

It is quite feasible to lay out piping without the sur- 
rounding walls, but when so treated, the oblique projec- 
tion becomes nothing but a diagram and is of little use 
outside of showing schematic arrangement and pipe sizes. 

It is very important to keep in mind that all pipes 
that are run in certain directions must be shown in the 
proper position on the projection, as one error in this 
matter will throw the drawing out of relationship. All 
vertical lines must be shown as running vertically from 
the top of the sheet toward the bottom; all horizontal 
lines which run parallel to the face toward the observer 
must be shown running from right to left across the 
sheet, and all lines running away from or toward the 
observer must show as angular lines at the same angle. 

Where diagonal lines occur in the plan or elevation 
of the piping which is to be shown in oblique projection, 
the points where such angular lines begin and end must 
be located and these points must be connected together 
by a line at whatever angle may occur in order to con- 
nect these points. Such angular lines will neither be at 
their true angles or in their true lengths, but this is 
unavoidable. 

The example taken for illustration is a very simple 
one, yet it involves all the principles of oblique projec- 
tion. More complicated drawings simply have additional 
piping added with a repetition of the principles and 
method of procedure described below. 


Example to Be Worked Out 


In Fig. 10 is shown the same house as was previously 
used for illustration in isometric drawings, as this will 
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facilitate comparison between the results obtained by 
the two methods. 

The long side of the house is assumed as being toward 
the observer and consequently this side is drawn in its 
true elevation with the floor lines running across the 
sheet and the ends up and down the sheet. The short 
ends are erected at a 30-degree angle, exactly the same 





















































Fig. 10 


as in the isometric drawing which was shown in a pre- 
vious article in this series. 

In locating the boiler and pipes, exactly the same 
method is used as described for the isometric drawings, 
except the angles of one set of lines have been changed 
to run across the sheet instead of sloping upward at 30 
degrees from lines carried across the sheet. 


On the Job with Dolan & Olson 


(Continued from Page 62) 


Said she was sorry she had dropped the phone, but 
the door bell had rung and she had hurried to the door 
to admit the plumber and now she wanted to say that 
he was just the nicest man in the world and everything 
was roses and sunshine, although it was ten below and 
blowing-a gale, and so I wanted to know what it was all 
aboyt and she proceeded to tell me all about it. 

Same old story. Every plumber bumps into it at least 
once in a lifetime. She had bent over the lavatory; the 
clasp on her necklace had pulled apart and the necklace, 
a present from her husband and very valuable, had 
dropped into the bowl and passed out of sight into the 
trap. 

Course she didn’t know that it was very likely to stay 
right in the bottom of the trap, because plumbing is still 
more or less of a mystery to most people, and she was 
just frantic. She knew that the plumber could rescue it. 

Well, Harry received such a welcome when he pressed 
the door bell that the shock was almost too much for 
him, but he managed to grasp the idea that three women 
were trying to convey to him at one and the same time, 
so he had ambled up the stairs, taken the trap apart, 
lifted out the gems, handed them to the lady and pro- 
ceeded with his work just as if that was an every-day 
task. 

And were they happy. Oh, boy! 

Easter saw Harry out under a new black derby and 
it didn’t come out of his pay envelope either. 




















A 
Remodeling Job 


Some original drawings 
submitted to show detatls 
of job in old building 


T SEVERAL different times we have urged 
members of the Class to put forth their best 
efforts in the drawings that they make in con- 

nection with this work. Special emphasis was di- 
rected to this subject in connection with the plumb- 
ing problem presented on page 47 of the December 
8th issue, and we are very much pleased to note that 
four of the drawings submitted in connection with 
that problem are of sufficiently good quality to be 
reproduced without the necessity of re-drawing them. 

These four drawings are Figs. 1, 2, 3 and 4. The 
balance of the drawings here shown also cover the 
same problem, which will be the subject of our dis- 
cussion. 

Just another word about the showing of original 
drawings without re-drawing them. When such a 
drawing can be used, it shows the individuality of 
the one who made it, and that is always a thing to 
be desired. Moreover, in re-drawing work there is 
always the danger that the reproduction will not 
show the original intent exactly in ail its detail. With 
these facts in mind, we hope there will be an increas- 
ing number of drawings that can be used without 
change or re-drawing. 

The problem that we are to handle, called for the 
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Fig. 1 


completion of a skeleton elevation of a plumbing 
system in which the fixtures were located and the 
position of the stacks and house drain indicated. 
Those submitting drawings are as follows: 


Fig. 1.—Rudolph Zimmer, New York City. 

Fig. 2.—Frank Crabb, Moose Jaw, Sask., Canada, 
Fig.3—Wm. M. Glose Jr., Allentown, Pa. 

Fig. 4.—Leonard Engstrom, New York City. 
Fig.5.—John E. Alner, Boston, Mass. 
Fig.6.—William Marigold, Point Pleasant, N. J. 
Fig.7.—Otto Lindahl, Oakland, Caltf. 

Fig.8.—J. Quirk, South Boston, Mass. 
Fig.9—William DeRonde, Paterson, N. J. 


The special features of this problem are the con- 
necting of the soda fountain sink, and the condensing 
tank, and the handling of the sewage made by the 
fixtures that are located below the level of the house 
drain. The discussion of the drawings is as follows: 
From New York City: 

Fig. 1.—There is but little criticism that we have 
to make concerning this work, 

The practice of making one trap serve both kitchen 
sink and wash trays is a common one, but we have 
always felt that each fixture deserved its own sep- 
arate trap. As a matter of fact, on the best work 
there would be no question about it, fixture 
would be separately trapped. 


-each 
There are some pe- 
culiar things about the practice of this business of 
ours. We have known of a certain city that would 
allow a bathtub and a lavatory to use the same trap, 
but in that same city it would have been almost a 
crime to thus connect a sink and a set of wash 
trays. And then we have known another city, neigh- 
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boring to the first one, in which the reverse practice 
was followed, that is, it was all right to connect sink 
and wash trays to the same trap, but a misdemeanor 
to do the same thing with bathtub and lavatory. 


















































Fig. 3 


The soda fountain sink should be trapped. As it 
stands, there is direct passage through the three out- 
lets, of cellar air, and also of the foul odors arising 
from the long run of waste pipe. We hardly need 
point to the fact that soda fountain waste, with all 
its syrups, acids and flavorings, 
is exceedingly foul. In the case 
of the soda fountain sink, some 
cities go to the extent of call- 
ing for a trap on each outlet. 





| 
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STACK D | 


The condensing tank is cor- 
rectly connected. We note that 
it discharges to the house 
sewer, outside the main trap. 
While this 1s demanded by 
some plumbing codes, as a mat- 
ter of fact, when the _ boiler 
waste is handled so efficiently 
as in this instance, there 1s 
nothing against discharging it 
into the house drain, for the 
water discharged from the tank 
has been cooled to such a point 
that it is entirely safe for the 
drainage system to receive. 

As the waste from the sew- , 
age ejector is here shown, the 7 
fixtures might be discharged "Utama 
as readily by gravity. Webe-_ | 
lieve that our original drawing 
was a bit misleading concern- 
ing the fixtures below sewer 
level. Although not stated, our 
intention was to have this sew- 
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We note there is a trap on the drain serving the 
fixtures below sewer level, with a fresh air inlet from 
same. The ejector itself stands as a trap, and there- 
fore the fixtures are double-trapped, in fact triple- 
trapped, for there is the fixture trap to be considered. 
This special trap should be omitted. Of course using 
a fresh air inlet helps the situation by relieving the 
air, but it is wrong to use the trap and moreover an 
unnecessary expense, As we occasionally point out, 
the modern intelligent effort is toward simplification 
of plumbing. 


From Moose Jaw, Sask., Canada :— 

Fig. 2—This drawing is accompanied by a letter 
stating that a copy of the plumbing code of Moose 
Jaw is enclosed, from which it will be seen that cir- 
cuit and loop venting is not permissible. Mention 
is also made of the code provision that 90-degree ells 
are not allowed on sewer, waste or vent lines, all 
changes of direction to be made with 2214-, 45- and 
60-degree fittings, and that double Y's are not al- 
lowed. 

In glancing through the code, we also note that 
each compartment of a set of wash trays must be 
separately trapped, and this connection appears in 
Fig. 2. 

These provisions are somewhat unusual, and it 
would be interesting to know what objection is 
brought against circuit and loop venting, and why 
90-degree ells could not be used on vent lines. The 
fact that a rising vent cannot use a 90-degree ell, 
means that to make the turn, two 45-degree ells and 
a nipple must be used, thus involving the use of 
three fittings in place of one, and the additional labor 
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age raised vertically into the "& 
house drain, as shown in Fig. 3. 
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Distinctive colors the most prohitahle 


All ‘Standard’ | -lumbing lixtures, — and vitreous china, are avail- ° 
able in] \ ling (Green, lonian Black,’ ‘ang Red. Royal ( ‘openhagen Blue. 
Meissen White, Rose du Barry, ‘ lair de Lune Blue. St. Porchaire 
Brown, Ivoire de Medici, and Orchid of Vincennes. hese colors are 
exclusive, different! They are notable examples of art in industry They 
add incomparable charm to “Standard” styled designs. and contribute 
beauty and appeal to even the most inexpensive sink, lavatory, closet 
or bath, far in excess of their slight extra cost. Their distinctive. 
ness, and their greater variety, are important advantages for the mer- 


chant plumbers who display and sell ‘Standard’ Plumbins lixtures. 


oe Sanitary Wfo. Co. PITTSBURGH 


tandard 


PLUMBING FIXTURES 
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Fig. 5 


required. Our judgment would be in favor of the 
90-degree ell, as more in line with simplified plumb- 
ing which at the same time would not appreciably 
affect efficiency. 

On stack A, the two top floor lavatories would not 
need venting if P-traps were used, connecting di- 
rectly into the soil stack. This is true also of the 
bathtub and lavatory on stack B, and the lavatory that 
is closest to stack A. 

Quite a saving could be made on this layout if 
pairs of fixtures could be provided with a unit vent. 
This feature is well brought out in Figs, 2, 7, 8 and 
9. The work as here shown is just as sanitary as if 
it had unit vents, but the latter make for simplifica- 
tion of plumbing, and that is one of the points al- 


ways to be aimed for. 





Fig. 6 
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The soda fountain, instead of having an indirect 
connection as is so often done, is connected directly, 
each compartment being treated as a separate fix- 
ture, with its own trap. This is excellent. 

The fixtures below sewer level are not shown. If 
interested in this subject, reference to other draw- 
ings and their discussion will be helpful. 


From Allentown, Pa.: 

Fig. 3.—Such criticisms as we find are really of 
minor importance, the elevation showing, in general, 
a good understanding of the subject. 

The two top floor lavatories on stack D, and the 
bath and lavatory on stack B do not require venting, 
as they may connect directly into the stack, the vent 
extension of the stack providing most effective vent- 
ing. 

The circuit venting of the line of urinals is cor- 
rectly done, provided that P-traps are used, entering 
drainage fittings with branch pointing out horizon- 
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Fig. 7 


installed, although from appearance in the drawing 
the traps seem to be S-traps. It should be remem- 
bered that in circuit venting and in continuous vent- 
ing, only P-traps can be used, neither S-traps nor 
34 S-traps being allowable. We may add that drum 
traps with horizontal outlet might also be used. 

We note that what appears to be an auxiliary vent 
is used on the front end of the line of water closets 
on the first floor. While such a vent is called for 
by some plumbing codes, we do not see why, if 
needed where shown, it should not also be required 
on floors above. In our opinion, the volume of sew- 
age is not heavy enough to really demand the use 
of this vent. 

From New York City: 

‘ig, 4.—A letter accompanying this drawing states 
that it is a first attempt, and we want to say that in 
our opinion it is a very successful attempt. The criti- 

(Continued on Page 122) 
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The Public Wants Today’s Styles Today 


The modern style in room arrangement 


























calls for Trane Concealed Heating 


The nation-wide success of recent innovations 
in motor cars and radio is evidence that styles 
in mechanical fields change much more rap- 
idly nowadays than ever before—espectally 
when it is a matter of appearances. New meth- 
ods become the style over-night and designers 
must be on the alert to keep up with their 
part of the job. 


Trane has been a pioneer in modern heating 
methods and still points the way to newest 
developments. The new Trane Concealed 
Heaters are designed to harmonize with all 
recognized interior decorating schemes. Trane 
concealed heaters are a complete unit — no 
extras to buy. One-man installation — no 


trade disputes. The removable panel permits 
easy access to the heating unit. 


You are 





CONCEALED 
HEATERS 


ye 7s ae 
CABINETS 


“TRANE 


Pt »S UNIT HEATERS, AND HEATING 


ready, now, to go out and get some of this 
profitable business. 


Trane in fact has set the pace in every depart- 
ment of heating served by Trane products. 
When you install Trane Bellows Traps or 
Valves, for example, you take advantage of 
the precision standards established in the 
Trane factory and maintained by an elaborate 
system of testing, including tests originated 
by Trane and used nowhere else. The Trane 
Bellows is tested with steam — tested for ten- 
sion — tested for mechanical breakdown — 
tested by the Bureau of Standards method 
under operating conditions. You can depend 
on heating products bearing the Trane label. 


THE TRANE CO., Department 5 


204 CAMERON AVENUE LA CROSSE, 
THE TRANE CO. OF CANADA, LTD., TORONTO 


WIS. 








SPECIALITES 


ANE COMPANY, (Est. 1885) 
=~204 Cameron Ave., La Crosse, Wis. 
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Master Plumbers’ Convention 
Buffalo, June 25-27 


You're cordially invited to make our booth 
your headquarters while you're in Buffalo for 
the convention. We'll be located in booth 4 — 
and it will be a pleasure to welcome you. 


MioreE 


MONEY 
for YOU in 
T/ N’s 


modern lines 
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As different 


wy Ae 
from old water-closets , 
as ai rpla nes are 


fromahorseand buggy 


HE moment people 
lay eyes upon the 
distinctive modern lines 
of the T/N they want it 


in their homes. 


Frederick ©. Backus, Architect 


And from the time it’s installed, T/N lives up 
to its good looks. Its quiet action and positive 
flushing, plus the fact that it can’t overflow, 
makes lifelong boosters of your customers. 
Hundreds of plumbing contractors are in- 
creasing profits by installing the T/N in fine 
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THIS BUFFALO HOME T/N EQUIPPED 


Residence of J. A. Archbald, 1° Tudor PL, Buffalo, N.Y. 
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—in apartments and of- 
fice buildings. One job 


sells another. 


Harry JK nepper, Inc., Plumbing Contractors 


The T/N comes packed in 


one crate (even the seat)—two connections in- 
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stall it. Let us send you the name (ne Ma 





of your nearest T/N jobber. 


Patented, Pat. Pend 


W. A. CASE & SON MFG. CO. 
Established 1853 
Dept. 505 A, 220 Delaware Ave., Buffalo, N. Y. 


ONE rrece |/N WATER CLOSET 





arenes - 























“Selling a Sink 1s an Easy Job” 


By Lou Pray, Fort Dodge, Iowa 


Presented at the recent Convention of Iowa Master Plumbers’ Association, 
held at Fort Dodge, Iowa 


(Continued from page 


This dramatic sketch, “Selling a Sink is an 
Easy Job,” is a continuation of “Selling a Sink is 
a Tough Job,” both presented at the recent annual 
convention of the Iowa Master Plumbers’ Asso- 
ciation by Lou Pray, past president of that organ- 
ization. In “Selling a Sink is a Tough Job,” 
which was published in the April 20 issue, Mr. 
Pray somewhat over-emphasized the methods of 
doing business as carried on by some old-time 
master plumber. In this sketch a truer and now 
most common method of merchandising 1s ptc- 
tured. Both sketches won applause at the lowa 
convention and Mr. Pray was complimented for 
his sincere effort in promoting modern methods 
of selling. 
List of Stage Properties 
Stage setting for “Selling a Sink a Tough Job” and “Selling 
a Sink an Easy Job.” Stage: 18 ft. long and 8 ft. deep, slid- 


ing curtains. 
One back door. 





Entrance representing front of house with 
door.—Gas stove.—Frigidaire cabinet.—An old sink and a 
new sink. (Changed for scene No. 3 in “Selling a Sink an 
Easy Job.’’)—A kitchen cabinet.—A kitchen table with dishes 
for stage business.—A Sanette.—Two kitchen chairs.—One 
kitchen clock.—A window over the sink. 





Scene I. 

Salesman knocks at front door. 

Mrs. A (very sharp): Good morning. 

Salesman: Good morning, Mrs. Ambrose. My 
name is Mr. Jones, representing the Up-to-Date Plumb- 
ing Company. I have called this morning to make an 
investigation of the plumbing in your home. 

Mrs. A: Well, we do not care to have any investt- 
gations of any kind made in our home. We are capable 
of looking after our own affairs. ‘ 

Salesman: Pardon me, Mrs. A., and let me explain 
just what brought me here. We have what we call a 
card system in our business, and when our workmen 
are called to make a repair they report the condition 
of the plumbing to our office, so that we can advise the 
owner as to the condition of the plumbing in his own 
home. I think I have your card right here. (Reaches 
into pocket for card.) Yes, here it is and here 1s 
what it says: 

Fixture: Roll rim sink. 

Condition: (a) Loose on brackets; (b) Old style 
trap; (c) Should be vented; (d) Faucets very bad, 
will need continual repair. 

Now, Mrs. A., please do not get the idea that I have 
come out here to sell you something, because I have 
not. I would like to check up your sink and see if our 
workman has given us the correct information in his 
report, 


— 
‘ 


bo 


in the April 20th issue) 


Mrs. A.: Well, if you want to look at the sink I guess 
you can, but we are perfectly satisfied with the sink 
we have. Come in!. (Salesman enters front door.) 

Salesman: My, you have a wonderful home, here. 

Mrs. A.: Yes, we are very proud of our home. We 
have worked hard to get what we have, but we are not 
going to buy anything else. 

Salesman (entering kitchen): ‘This sure is a dandy 
kitchen and so light. A nice large window over the 
sink and now let us check up the sink. My first ob- 
Mrs. A., is not in the report. Your sink 
should be at least 5 inches higher. You know, we, in 
the plumbing business, have learned that the sink should 


servation, 


be set at a height so that the person working around 
the sink will not have to stoop over while working. 
Wouldn't you like to have this fixture placed say about 
here? 


Mrs. A.: That is something | had never thought of. 

Salesman: Mrs. A., how long has this sink been in 
use? 

Mrs. A.: Let me see—about ten years, I think. 


Salesman: Is this the same gas stove you used 10 
years ago? 

Mrs. A.: Oh no! We bought that stove about a 
year ago—you know the old one was out of style, all 
black and almost impossible to keep clean. 

Salesman: And where did you get the idea of buying 
a beautiful stove like this? 

Mrs. A.: Well, we the 
“Good Housekeeping” and other magazines and then a 
man from the gas company called and we bought the 
stove from him, 


noticed advertisement 10 


Salesman: I'll bet you have never been sorry that you 
bought it. By the way, Mrs. A., have you a copy of 
“(ood Housekeeping ?” 

Mrs. A.: 


(leaves stage). 


Yes, | think | have the March number 
Here it 1s. 
You know, Mrs. A., I like to look through 
this magazine. ‘There are so many helptul things to 
those interested in modern home appliances, and you 
know that any thing advertised in this magazine is ap- 
proved, is dependable and will give satistaction.—Look— 
here is your exact situation. ‘The gas stove, the win- 
dow and look—a 42-inch kitchenette sink with 4-inch 
apron, 12-inch back, drain board, a double sink faucet 


Salesman: 


with soap dish. Mrs. A., just compare this beautiful 
fixture with the one you now have and then compare it 
with your gas stove, kitchen cabinet and Frigidaire. 
\Ve have these same sinks on display in our store. 


Mrs. A.: Where is your plumbing store? 
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Salesman: Mrs. A., is it possible that you do not 
know where we are located? 

Mrs. A.: No, I do not. Your company always do 
our work, but we call you on the telephone, your work- 
man comes, we get your statement and mail you a check 
and I have never stopped to think where you are located. 

Salesman: This is my card; we are located at 44 
State street, and it will pay you to call on us the next 
time you are down town and you will be surprised at 
the useful articles which are shown on our floor; and 
now, Mrs. A., I am going to give you an analysis of 
my investigation. In order to make your kitchen 
nearer 100 per cent, I will suggest that you take this 
old sink out and replace it with this modern 42-inch 
kitchenette sink. Look in your “Good Housekeeping” 
magazine, and you have a picture of it. Just think how 
it would look under that window, and how it will com- 
pare with your gas stove, kitchen cabinet, and Frigid- 
aire cabinet. 


Mrs. A.: I never realized how awful that sink did 
look until now. 
Salesman: Well, Mrs. A, I must be going. I do 


wish when you are down town you would call at our 
store and see for yourself just the articles which you 
see advertised in all of the good magazines. I have 
tried to enlighten you on just one item, and I really 
believe if you will figure your repair bills on the old 
sink for one year you will realize that it is about time 
to remedy this condition. I thank you very much for 
your time, Mrs. A., and I hope that our firm may be of 
further service to you. Good morning. 

Mrs. A.: That fellow certainly opened my eyes— 
why that old sink looks bad along side of this gas stove 
and kitchen cabinet. I’m going down town tomorrow 
and I am going to this Up-to-Date Plumbing Company 
and see what they have. I remember I was in a plumb- 
ing shop once with my dad, and it was about the dirtiest 
place | was ever in, but if this place is one half as nice 
in appearance as their salesman, I’m for ’em. 

Curtain. 
Scene 11.—(One Week Later) 


(Knock at door.) 


Salesman: Good morning! 
Mrs. A.: Come right in, Mr. Jones, you know since 


you were here the other day, I have fairly despised that 
old sink. It has been an eye sore to me. I told Mr. A. 
about your being here and showed him the picture in 
the magazine as to how the kitchenette sink would look 
in our kitchen and he said, “Well I guess that old sink 
has served its time’—and let me tell you, | was in your 
store and really I had the thrill of my life. I never 
knew that there were so many useful and beautiful things 
in a plumbing store, and when we buy our sink I 
want one of those little garbage cans with the foot 
lever to raise the cover. Another thing which interested 
me very much was the water softener. I did not know 
what it was, how it worked and how easy it was to 
install it. I never realized what a real plumbing store 
was before. 

Salesman: I am very glad you have seen our store 
and that you have satisfied yourself that the plumber 
is really up to date, and now, Mrs. A., what do you 


wish to do about the sink? 
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Mrs. A.: What do I wish to do about it? Why, 
we could never get along with this old sink. I hate it, 


I tell you I just hate it. 

Salesman: You mentioned a water softener, Mrs. 
A. Do you want me to tell you what a water softener 
will do for you? 

Mrs. A.: Oh, no, I learned all about that down at 
your store. I would like to know what it will cost 
to install one. 

Salesman: All right, Mrs. A., I will figure both 
propositions. The sink will cost $40.00, the double 
faucet with swinging spout and vitreous soap dish will 
cost $10.00, new N. P. trap with vent pipe and clean- 
out plug will cost $18.00, and the labor will cost $14.00, 
making a total of $82.00. We will give you one of the 
Sanettes free—just to show our appreciation. 

Mrs. A: Well, that isn’t so bad; our gas stove cost 
us $150.00. 

Salesman: No, I think that is very reasonable for 
the service which this fixture will render. And now 
the water softener. A water softener in the size you 
should have will cost you $225.00 installed, complete. 
This, you understand, will give you hot and cold soft 
water in every fixture in the house except the water 
closet. We will run a third pipe giving you city water in 
the closet, lavatory, sink and laundry. 

Mrs. A.: We want a water softener the worst way, 
but I believe we will let the matter go for the present. 
However, you may consider us a very good prospect. 

Salesman: All right, Mrs. A., we will surely remem- 
ber that, and now when will you want the sink? 

Mrs. A.: How much did you say it would cost? 

Salesman: It will cost $82.00 to properly install 
the sink, but since you have mentioned the soft water 
proposition I would advise you to install the third or 
city water faucet at this time, and this will cost $4.25 
extra or a total of $86.25. I will now make an order 
for this material and may I ask how do you expect to 
pay for the work? 

Mrs. A.: Why, Mr. Jones, we always pay our bills. 

Salesman: I know you do and that is why I ask. 
Our firm gives a 5 per cent discount for payment within 
10 days, and I want you to receive this benefit. Now 
let me see—I will read this order to you so that you 
will fully understand it. (Reads order.) 

You will please sign here. 

Mrs. A. signs order. 


Salesman: Thank you, Mrs. A. and now when shall 
we install the work? 

Mrs. A.: Can you do it tomorrow? 

Salesman: Yes, we will be here at 8 a.m. 

Mrs, A.: That will be fine. 


Curtain. 


Scene III.—Saturday P. M. 


Journeyman plumber dressed in neat overalls just 
finishing wiping off the sink. 

Mrs. A. (enters from side stage): My, isn’t it beau- 
tiful? 

Journeyman Plumber: Yes, lady, there are wonder- 
ful possibilities in the plumbing business today. One 
can purchase such a variety of beautiful fixtures, and 

(Continued on Page 166) 
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FREE? 


A BEAUTIFUL DISPLAY CARD IS 
FIGHT COLORS @ Actual Size 30x40 In. 


This new, beautiful display card on ADD-A-SHOWER SPOUTS will tell the whole story— 
quickly, to your customers and prospects as they pass your shop. It is very attractive and 
colorful—bound to catch the eye of the passer-by, and of convenient size to fit your window. 
This card is FREE. Use it now. 


ADD=A=-SHOWER SPOUT 


The new fixture which modernizes old bathtubs. Takes the place of over-rim spouts and 
provides a combination shower and tub fixture. Diverter valve on spout and removable 
shower face plate are two new, practical features. The livest selling item offered the trade 
this year. Write for full particulars of sample ADD-A-SHOWER SPOUT, free display board, 


imprinted pamphlets with your name and address, etc. 





TRE CHICAGO FAUCET Co. 


2700-22 N. CRAWFORD AVE. i= -i- CHICAGO, ILL. 

















RETAIL ADVERTISING SERVICE 


On these two pages this week you will find two newspaper advertisements, a sales letter, two 


publicity items and copy for a mating circular. 
circular are 35c each—you use the same cuts for both. 


The cuts used in the newspaper ads and in the 
If you want to subscribe for the service, 


you can get material from us for twelve weeks for $4.20—we send you two new cuts every other 


week. 
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Plan for Color in 1 
Plumbing Equipment 


, yo take plumbing for granted. || 
| Modern plumbing ware, beau- || 
|| tiful in design and in a wide range of 
| color, offers important decorative 
possibilities. We suggest, therefore, 
that you study the color scherne for 
| kitchen and bathroom with the same 
‘| care you will give your living room. 
|| Drop in and see our display of culured 
ware so you may have some idea of 
the color harmony made possible by 
beautifully designed plumbing ware, 
in color. 











| (In this space Your Name, Telephone 
Number and Address) 
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NEWSPAPER AD No. 1 





SING BATH SONG 
IN COLOR HARMONY 


Those who are accustomed to sing 
in their baths, says Harry Brown, local 
plumbing contractor, may do so now 
‘mid brightly colored plumbing ware. 

‘‘Modern taste,’’ says Mr. Brown, 
“with its higher standards, has de- 
manded the addition of color to the 
conventional white plumbing ware. 
The bathroom has become a place of 
color—fixtures of green, of blue, or 
orchid, of shell pink and other deli- 
cate pastel shades may be had. 

“The golden notes of the early 
morning bather may now issue from 
a room in which harmony of color 
blends with the happy mood of the 
singer.”’ 

Mr. Brown says that plumbing fix- 
tures may now be had in eight or nine 
colers. 


SALES LETTER 
No. 10 


HARRY BROWN 
PLUMBING & HEATING 


Two Rivers, 
May 18, 1929. 
Mr. Edward Jones, 
Two Rivers, N. Y. 
Dear Sir: 

We are offering a spe—- 
Cial service this Spring in 
the hope that it will be 
possible to avoid heating 
troubles in the Fall. 

Every year, at the be- 
ginning of the heating 
season, we are besieged by 
telephone calls asking for 
rush service to heating 
plants which were closed 
down in the Spring and for- 
gotten. 

For a nominal charge 
we’ll inspect your heating 
plant and make sure that it 


is in good shape—that there 


are no faults which may de- 
velop when the plant is 
Started up and leave you 
without heat until you can 
get someone to make the 
necessary repairs. 


Just fill in the coupon 


below and mail it to us. 
We’1l take care of making 


the inspection and will give 


you a report when it has 
been made. 
Very truly yours, 
HARRY BROWN 





HARRY BROWN 
213 Main St., 
Two Rivers, N. Y. 

Please make inspection of my heating 
plant. I understend the cost of inspec- 
tion and report will be ($........ ). 

It will be convenient for me to have 


the inspection made on.................... 


Ce a pee ee eee 
i a ads adel aac he ce 





ERE are two  news- 
paper publicity items 
—clip them and hand them 


to your local paper. They 
represent valuable sales help. 


84 


N. Y. 























Put the Heating 
Plant Away, Too 


| 

\ FE suggest that before consider- 

ing the heating plant ready for 

| itS summer vacation, you assure 
yourself that it will be ready to | 
function properly next fall. For this | 
purpose we offer a convenient service. | 
Just phone us and ask for our inspec- 
tion service. At your convenience | 
we ll look over the heating plant to ] 
be sure that it has no faults which || 
may develop seriously in the fall. || 
The charge will be nominal—and 
you Il know that the heating plant 
has been “stored” properly. 


\| 
| (In this s amber Your Name, Telephone || 
| mber and Address) | 
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“STORE” HEATING PLANTS 
SAFELY, CONTRACTOR ADVISES 


Heating plants and fur coats, says 
Harry Brown, local plumbing and 
heating contractor, are put away at 
the same time. 


’? e 


“But usually,’’ says Mr. Brown, “a 
great deal more care is taken to pro- 
tect the fur coat. After a season’s 
use, a heating plant ought to be in- 
spected to make certain that its sum- 
mer rest will be good for it and will 
not be a source of trouble when the 
cold weather comes again. 

“Rightly regarded as a piece of me- 
chanical equipment, such an inspec- 
tion will be recognized as necessary 
for the heating plant to ward off the 
‘moths’ which may attack it. It’s as 
true here as elsewhere that the ounce 
of prevention is better than a cold 
house when the first snow flies.” 
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Layout and Copy for Circular—No. 4 


Below 1s layout and copy for a four-page circular which can be used as a mailing piece, or 


which may be used as an envelope stuffer. It ties in with the ads on the other page. 


Complete 


instructions are given in the center of the page for handling the printing of such a circular. 











for those 


about to build 
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Freating Service 















































































































A Heating Service 





Give Yourself’ 
Heating Comfort 


























For those about to 
Forget lating Troub 
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Lor a Season | 
a ope ok Ps — - 
—_ , 
aml 
| 7 
P —— 
|  aagl ih 
‘Your Name, Addtess & Y- —¢— 
PHONE NUMBER HERE ~ ~ 
| _ 
PAGE 1 PAGES 2 and 3 PAGE 4 


Here is how to handle the printing of 
a circular like the one shown above 


Show this page to your printer. That is all 


and six inches high. It will have four pages 





you will have to do. Just above is a “type = 


pace 5 
| and will be folded once. The small illustra- 


and rule layout”’ for the printer to follow. It i Ne tion with this copy shows what it will look 
is, of course, of smaller size than the actual a like. The words “Copy A,” etc., show the 


circular, which should be made to fit the av- 


erage small envelope (which the printer calls —EZZ 





a 6% inch because that is its length). That 
means the circular will be three inches wide 








This 


Copy ‘‘A’’ (For First Page) 
A Heating Service 


For those who are about to build, and for 
those who are closing down their heating plants 
for the season. We offer a scientific service in 
house heating, and a special inspection service 
for existing heating plants as described in the 
following pages. 


Copy for Pages 2 and 3—Copy ‘‘B’”’ 
For those about to build 


It is a serious mistake to exercise economy in selecting 
a heating plant for the new home. We do not mean that 
one should not consider the cost—but it should be consid- 
ered in relation to results—economy, comfort and conveni- 
ence of operation; minimum of attention requirements 
with maximum of constant warmth. These advantages 
you may have with radiator heat, which is scientific heat 
and, therefore, in the long run the least expensive and 
the most certain and comfortable. 

Investigate, therefore, the possibilities of regulation, of 
constant temperature, of fuel consumption and of amount 
of attention required before deciding upon a heating plant. 
You will undoubtedly want to have radiator heat when you 
realize that nothing else is considered for the finer type 
of home. 

Your Name, Address and 
Telephone Number here 


way the circu- 
lar will look. 
Page 4 is, of 
course, 

back cover. 


‘ printer where each piece of copy is to be 
placed. The same cuts shown on the opposite 
page in the newspaper ads will be used in the 





circular. They cost 35c each. 
is the 
Copy ‘*C”’ 
For those about to forget heating 
the troubles for a season 


It is pleasant, of course, to lay aside heat- 
ing troubles for the summer. We are offer- 
ing a service which will eliminate the troubles, 

The heating plant should be regarded as a piece of 
mechanical equipment. After it has, been in use for a 
season it ought to be inspected. Then small weaknesses 
may be corrected before they develop into serious ones. 


Copy ‘‘D”’ 

Please put me down for your heating plant inspection 
service. I understand the fee for inspection will be $( ) 
5 cache PAREEHESHEEE SHEESH OHLORES OOH OOS EEE 
CR gnc eee RHAHEHEHEEHDORHEEECES OEE EBEOOS 

Copy ‘“‘E”’ 


Many people do not wish to own homes because they 
dread the necessity of caring for a heating plant. Under 
modern conditions there is really little care necessary. 
In fact, with an oil burner or a gas boiler, there is practi- 
cally none. Even with a coal burning boiler care may be 
reduced to a minimum by the installation of a system of 
heat control which will keep your rooms at the required 
temperature by the mere process of setting a thermometer. 
We'd be glad to explain its working to you. 
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Increased End to 
End Dimensions 
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Longer Bonnet 
Thread Connection 
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Milled Hexes 
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Longer Stem 
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IMPROVED 


FEDERAL 


BRASS GATE VALVE 

















Sectional View show- 
ing how metal is dis- 
tributed for maximum 


strength. / 


























EVERY ONE IS INDIVIDUALLY TESTED 


Greater strength where strength is essential 
has been built into the improved Walworth 
Federal, a sturdy, rugged valve for 125 Ibs. 
working steam pressure and 175 Ibs. hydraulic 
pressure. Bigger hexes do away with the dan- 
ger of springing or bulging when pipe is screwed 
tightly into the valve. The hexes are milled, add- 
ing materially to the appearance of the Federal. 

Increased strength where body and bonnet 
join has been obtained by increasing the length 
of bonnet thread and the width of the support- 
ing band on the valve body. End to end dimen- 


sions are longer to provide adequate engagement 
of pipe threads and to increase the clearance 
between the end of the pipe and the valve seat, 
thus avoiding any danger of distorting the valve 
seat by screwing the pipe too far into the valve. 
A longer stem facilitates repacking. Finally, 
new and improved machine and gauging equip- 
ment assures closer working tolerances between 
adjacent parts. 

The Walworth Federal is of the wedge gate 
type, with a gland in the stuffing box, and a 
non-rising stem. Every individual Federal is 
tested before it leaves the factory. 


WALWORTH 


Walworth Company, General Sales Offices: 51 East 42nd St., New York 
Plants at Boston, Mass.; Kewanee, [Il.; Greensburg, Pa.; and Attalla, Ala. 


.-- Distributors in Principal Cities of the World... 
Walworth Company, Limited, 620 Cathcart St., Montreal, P. Q. 
Walworth International Co., New York, Foreign Representative 
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Fig. 1—The layout of the heating system for which a coal storage space is to be figured to take care of the 
needs from a 3te-day severe cold weather demand 


How Much Storage Space tor Coalr 


A practical problem put up to a heating engineer 


By HAROLD L. ALT 


HEN the boss came in the other day he 

took a little piece of paper out of his pocket 

and read it off to the assembled office force. 
After he finished we asked him to read it again 
only more slowly while we took some notes and we 
all started to figure. The boss said he thought a 
room 10 ft. x 6 ft. would be sufficient but he was 
vague on how deep the coal would have to be piled 
in the room. Here is what he read off of his paper 
and he said an architect wanted the information so 
we had better be pretty sure of our figures. 

A heating system has 3,000 sq. ft. of steam radia- 
tion which is on 15 hours per day, a ventilating sys- 
tem handling 10,000 cubic ft. per minute of outside 
air which system operates 12 hours per day and 
delivers 70 degree Fahr. air, and about 500 gallons 
of hot water per hour are required for a 14 hour 
period. What would be the cubic ft. of coal storage 
required to carry a three-and-a-half days’ supply in 
zero weather? 

After considerable calculation we all agreed that 
the following was about as close as we could come 
to the answer, but does the reader agree? 

In working out the approximate cubic ft. required 
for coal storage it is necessary to calculate the coal 
consumption for the period under consideration, viz., 
three-and-a-half days’ of zero weather. Knowing 
that the average winter temperature has only about 
one-half of the heat demand occasioned by the mini- 
mum outside temperature, it will be seen that three- 
and-a-half days’ storage for minimum temperature 
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5x2 or 7 days storage for ordi 


conditions will be 3! 
nary cold weather. 

Taking the direct radiation first, the coal per hour 
for this portion of the load will be computed. With 
3,000 sq. ft. of steam radiation and an allowance of 
25 per cent for distribution piping the B.t.u. radiated 
by the system will be 

3,000-+- (25% of 3,000) 240 
Or 
900,000 B.t.u. 

Assuming that out of every pound of coal burned 
some 8,000 B.t.u. the boner 
water the number of pounds of coal per hour tor 
this portion of the load is 


are transmitted into 


900,000--8,000—=1121% Ib. 
and operating the direct radiation tor a period ot 12 
hours per day will require per day 
11214 lb.&«15—1,6871% Ib. 
Also allowing about 10 per cent tor banking tlie 
fires over the period of non-operation give: 
1.687% + 1 68714 « 10 per cent 
1 68714 +- 16834 —1,856"% Ib. 
and for 31% days the pounds of coal would be 
1.85614 * 31Y4=-6,497 |b. approximately. 
Considering the ventilating system next, it will 
be necessary to calculate the number of B.t.u. per 
hour to heat the 10,000 cubic ft. of air per minute 
from zero to 70 degrees. As one B.t.u. will raise 
about 50 cubic ft. one degree the total B.t.u. will be 


found by the following: 
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ROBRAS 20-20 Radiators 
installed 4-sections deep, 1- 


> AC : Te ° tier high, in an office in the 

MAS J-2~ adiators N. W. AYER building, Phila- 
delphia, Pa. 

William M. Anderson, Phila- 


Throughout and Why! __ sists: Pa: Heaune’ com 


Rien this building must be modern in all equipment, 
ROBRAS 20-20's were used. Must be modern because it 
was built to house a modern business, the advertising agency of 
N. W. Ayer and Son. 

Old fashioned radiators were no more to be tolerated than gas 
lighting. “‘Be modern,’ said the heating contractor, ‘use ROBRAS 
20-20 Radiators. © 

These radiators are installed in-the-walls, out-of-sight and out- 
of-the-way. On their comparative rating they are 20% the weight 
and 20% the size of cast iron radiators. 


/ 


This means saving in installation and handling costs which makes 
your profit greater. 


We will be glad to send you installation data and price lists. 


ROME BRASS RADIATOR 


CORPORATION 
ONE EAST FORTY-SECOND STREET ‘ NEW YORK CITY 


} 


he 
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10,000 « 60 « (70°-0°) 





840,000 B.t.u. per hr. 
50 
Now 840,000 B.t.u. per hour is 
840,000-—240—3,500 sq. ft. of E. D. R. to which 
should be added about 10 per cent for piping as this 
is a concentrated load. This makes 3,500+10 per 
cent of 350 


or 
3,900-+ 350==3,850 sq. ft. 

The number of pounds of coal per hour using 
8,000 B.t.u. from each pound of coal the same as 
before will be 

3,850 < 240 


=115.5 lb. per hour 





8,000 
and with the ventilating system in operation 12 
hours per day the coal consumed in 12 hours would 
be 115.5 121,386 Ib. 

Again allowing about 10 per cent for banked fires 
over the non-operating period the total daily con- 
sumption for ventilating becomes 

1,386 lb.+10 per cent of 1,386 Ib. 
or 


1,386 1b.+139 1b.=1,525 Ib. 


and for 31%4 days will amount to 
1,525 lb. xX 314=5,337¥4 Ib. 

There still remains the hot water requirement to 
be calculated. With a consumption of 500 gallons 
per hour the B.t.u. required per hour for heating the 
water assuming a 100 degree Fahr. temperature rise 
will be 

5008 1/3100 degrees—=416,667 B.t.u. 
and dividing this by the 8,000 B.t.u. secured from 
each pound of coal gives 416,667-——8,000—52 Ib. ap- 
proximately of coal per hour and the coal to heat 
the water per day will be 
52 lb. «14728 Ib. 
and adding 10 per cent for banking fires gives 
728 lb.+10 per cent of 728 Ib. 
3=801 Ib. of coal per day. 
Of course for 3% days the amount of coal will be 
728 lb. x 314=2,548 Ib. 
All the coal required may now be totalled giving 
the following: “ 
Coal for heating... 6,497 lb. 
Coal for ventilating 5,337 Ib. 
Coal for hot water. 2,548 lb. 








Total coal ........ 14,382 lb. for 3% days. 
or 14,382-—2,000—7.19 tons. 
Assuming that the coal which is to be used in the 
plant weighs 45 lb. per cu. ft. then the number of 
cubic feet of storage space required would be 
14,382—45—319.6 cubic ft. 

Another method which is quicker but not so accu- 
rate is to reduce all the loads to E. D. R. and figure 
(owing to the long hours of operation) about 100 
lb. of coal per season per sq. ft. This divided by 
200 operating days would give the daily average for 
the season and doubling this average would give the 
approximate consumption during extreme weather. 

This is illustrated in the following: 


equivalent to | 
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“For Sale 


by the 


Plumbing 
Trade’’ 












Appearing on our 
advertising means 
that a new type of 
heater has been 
added to your line. 


Every home that has 
electric power with- 
out suitable gas 
supply is your pros- 
pect. 


You have a new 
opportunity to in- 
crease your sales and 
profits. 






There are models for 
every domestic need. 








Write for further in- 
formation. 








-O- 


D.D.WESSELS 
& SONS CO. 
Detroit Mich. 


The Eddy Pressure 


Temperature and Vacuum 
Relief Valve 













This Valve is for use on 
top of the boiler on the an 


cold water supply. It } 
will absolutely prevent 
accident. Safeguards the 


system — protects your 
customer. ’ 


' 
' 
Write for complete details —_ 
| 


oO : 
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DONNELLY MFG. COMPANY, INC. 


29 Mills Street Malden, Mass. 
New York Rep., — Stein, 50 Cliff St., New York City 








Philadelphia and Southern Territory Represented by Derbyshire, Mack 
Morgan, Inc., 923-5 Reali Estate Bidg., Philadelphia, Pa. 
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BIGGER PROFITS 
WITH COPPER 
BIGGER PROFITS 
WITLMDOPPER 
BIG | FITS 
Wi | PER 


















* S<mauistT * 


An unusual opportunity to increase your sales and 
profits is offered in this Anaconda Copper hot water 
storage heater, listing at only $110 for the 20 gallon 
size. Entirely self-contained, the Dahlquist Water 
Heater gives better service and lifetime satisfaction. 
And its heavy gauge Anaconda Copper tank is a 
feature which, at this low price, means instant sales. 
Although the Dahlquist, in all sizes, is priced very 
low, our liberal trade discounts mean a substantial 


cash profit for you. 


Write or wire today for fuil information 


DAHLQUIST SALES CORPORATION 
287 SPRING STREET NEW YORK 


DAHLQUIST 


ANACONDA 


OoPPER 
WATER HEATER 
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Load for heating....... 
Load for ventilating.... 
*Load for hot water...... 


. .3,000 sq. ft. 
.3,900 sq. ft. 
.1,736 sq. ft. 


—— 


8,236 sq. ft. 


Then 8,236 sq. ft. 100 Ib. c* *oal=823,600 Ib. per 
season and 823,600—200 days. 4,118 lb. per day or 
4,118«K 34%—14,413 lb - 3% days. 

*This is obtained from 416g—7 B.t.u.—240 which 
is 1,736 sq. ft. E. D. R. 


Questions and Answers 


Two Heating Questions 


Editor, Domestic ENGINEERING:—I would 
ask you to answer these two questions: 

How can a steam heating plant be installed in a house 
where there is no water pressure? 

Where should a relief valve be placed on a vertical 
or a horizontal hot water boiler? 

New York. B. M. J. 

The only problem is that of filling the plant. With 
fire out and no pressure in the plant, water could be 
supplied to the plant by gravity from an overhead tank, 
a pail or other container. 

With plant in use, it would be necessary to force the 
water into the system, using a force pump or an injector 
for this purpose. 

The water relief valve can be located almost anywhere. 
If used on the domestic hot water supply system it is 
customary to place the relief valve on the hot water line 
close to the laundry tray or near a floor drain. If used 
on a hot water heating system, it is usually placed in 
the supply line between the pressure reducing valve and 
the boiler, and with a pipe line to carry the waste water 
to the nearest floor drain or other fixture into which 
it can drain. 


like to 


® 
Troubled with Water Hammer in Steam Heating 
System 

Kditor, Domestic ENGINEERING:—Kindly let me 
know what causes water hammer in a one-pipe steam 
heating job, in which there are no traps in the mains or 
in the return pipes? 

This is an overhead job. The return is 20 inches 
above the water line, and the bleeder of the header is 
hooked above the water line on the return header. There 
is a radiator upstairs some distance to one side from the 
boiler. This radiator is supplied from a 114-inch pipe, 
and the return pipe is also 14-inch. The return pipe 
is hooked back to boiler above the water line in the 
bleeder pipe. | 

Kindly give me some suggestions on this arrangement, 
if you can possibly do so. 

Nebraska. G. L. R. 

In making the connections for the steam radiator, you 
have kept the return pipes above the water line of the 
boiler, whereas the returns should be installed so that 
they will connect below the water line; the bleeder from 
the supply header is also connected above the water line 
and it should be below the water line. 

It is to be preferred that the high point in the steam 
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FOR. SMALL JOBS-LOG 


OO 
CAAAAAAAA BAAABAAAAAAAAAAAASSA AAA! 


SIME 


FLUSH VALVES 








Simplex Flush Valves have 

shown their superiority on home 
installations and small jobs of all 
kinds, as well as the larger in- 

stallations. The four way by- 
pass arrangement allows them to 

be easly adjusted from the OUT- 
SIDE to any regular water pres- 
sure. 


Ask your jobber. 


“y 
‘6 tiny, 
PD Sets 


Private residence 


aiden of Miss Helen M, 


BEN. Barber, Derby, Conn. Ar- 


chitects: Kinne & Palmer, 


Derby, Conn. Plumbing Contrac- 
tors: Little & Haggerty, Derby, Conn. 





Jobbers: Crane Co., New Haven, 
Conn, i a 





| 22mg 


LL MFG.CO. 











92 


DOMESTIC ENGINEERING 


May 18, 1929 





MEETING 


ARCHITECTURAL 


STANDARDS 


OF OVUALITY 
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ey Hall Atlanta, Ga.— 


Lloyd Preacher & Co., 


Architects; The Markel 
Company, Engineers; Fare 
rell Heating & Plumbing 


0., Plumbing Contrac- 


tors; Solid Nickel Silver 


rire fixtures yn a 
ohn DouglasC 
Cincinnati, Ohio 








T is only natural that one 
I of the South’s most 
beautiful public buildings 
—Atlanta’s new City Hall 
—should be equipped 
with plumbing fixtures of 
Solid Nickel Silver. This 
attractive material meets 
the highest architectural 
standards of quality...The 


hardness, toughness and 


strength of Solid Nickel Silver insure better 


wear-resistance for valve seats. Solid Nickel 
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UCIS EC 


Silver fixtures are distin- 
guished by a permanent 
silver-like lustre, compar- 
able to the beauty of Pure 
Nickel and other high 
Nickel alloys. They are not 
easily marred or broken 
during installation or use. 
In short, Solid Nickel 
Silver plumbing fixtures 


constitute the most durable 


as well as the most attractive type of high 


quality sanitary equipment now available. 


67 WALL STREET, NEW YORK, N: YY Nickel 





Nickel] THE .INTERNATIONAL NICKEL COMPANY, INC., 








ee EE rere 
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main should be right above the boiler, with a supply 


main pitching down so that both steam and condensa- 
tion will travel in the same direction, the steam passing 
through the risers to the radiators and the condensation 
continuing on through the main and return and back to 
the boiler below the water line. See Fig. 1. 

With a circuit of this type, the continuation of the 





Vg Riser 


—tarm from main to 


high point 











Quick venland connection at walter line 














a | Drain valves 











Fig. 1 


main into the return should be sufficient so that a return 
connection from the radiator is not required. 

The 114-inch pipe may be large enough, it all de- 
pends upon the size of the radiator. For one pipe steam 
a 114-inch line is sufficient for not to exceed 60 sq. ft. 
of radiation, whereas with a two-pipe job one 114-inch 
feed and a l-inch return are sufficient for 96 sq. ft. 

© 
About Dampening Coal Before Using It 


Editor, Domestic ENGINEERING :—One of my cus- 
tomers called recently on me for some information in 
regard to dampening coal before using it. 
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He seems to think that he is not getting the efficiency 
out of his coal that he should get. 

Upon my arrival in his boiler room, I found that he 
was soaking his coal and firing it while it was wet. 

I told him that, if he would use the coal without soak- 
ing it, he would get better results. 

By burning it without soaking it, there is no water 
to burn out before it ignites. 

He then asked me why the railroad companies wet 
their coal before using it. 

I would like to get your opinion about this problem. 

Towa. M. H. R. 


Some authorities are of the opinion that moisture in 
coal may be more detrimental than ashes in reducing the 
temperature of a heating boiler, as it is non-combustible 
and absorbs heat both in being evaporated and super- 
heated to the temperature of the gases in the boiler. 

In some instances, however, a certain amount of mois- 
ture in a bituminous coal produces a mechanical action 
that assists in the combustion and makes it possible to 
develop higher capacities than with dry coal. 

This leads to the conclusion that a person must know 
his coal, before he adds any water in an effort to improve 
its burning qualities. 

Railroads and other large users of coal employ chem- 
ists, and it is possible for them to analyze the various 
coals and thus determine whether or not it is advisable 
to add water. 





In writing to this department, correspondents should 
always give us their names and addresses. 








UNITET in 
“ENDURING QUALITY” 


Demand 
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“Built in Right” 


Bath’ and Shower 


Installations 

















: - hee Ree Our prices are very reason- 

ig & fa \ aes able and particularly  at- 
| tractive when fixtures have . | 

No. 150SA with Brass Spout —————S——= 


No. 151SA with China Spout UN-I-CHROME PLATE No. 200SA with Brass Head 
No. 202SA with China Head 
No. 240SA Less Head and Arm 











Get Descriptive Matter and Prices from Your Jobber 


NI 


TRADE MARK REG. IN U. S. PAT. OFFICE 


UNITED-OBERNDORF CORP., CLEVELAND, OHIO 


co) 
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Note the strong ratchet 
pawland how it engages 
the broad, deep teeth of 
the ratchet wheel. Re- 
versing the pawl reverses 
the action of the tool. 
Note also the web that 
reinforces the ratchet 
case. 


THE BORDEN COMPANY 
23 Warren, Ohio 
New York Office: 50 Church St., New York City 


510 Dana Avenue 


Showing ratchet with 
cover plate removed. 
Note the ratchet wheel 
is encased—out of harm's 
way—(not on the die 
head)—and thus free 
from the injury of_dirt 
and chips. 















They’re All Easy 


for No.3 Beaver Ratchet 


¥, to I Inch 


There’s no such thing as a hard threading job if you’ve 
got No. 3 Beaver Ratchet to depend on. Pipe hiding 
away in dark cramped corners that would successfully 
defy threading with other die stocks is dead easy for 
No. 3 Beaver. 


And that’s not all. No. 3 Ratchet is built as a mighty 
good die stock should be built. (Note illustrations at 
the left). Fitters who have No. 3 in their kits use it also 
for bench work because of its perfect balance and ease of 
operation. 


There’s nothing mysterious about the fact that No. 3 
Beaver ‘Ratchet (¥% to 1-inch) is by far the most widely 
used di: stock on the market for threading 1l-inch and 
under. Any one who uses the tool knows why. 


Your jobber has it—and you may buy any range you 
need. 










No. 11-A Beaver Ratchet 
for 1 to 2 Inch 


No. 11-A Beaver Ratchet is just as handy and 
as efficient for threading 1 to 2-inch as No. 3 
Beaver Ratchet is for % to l-inch. And when you 
say that you’re saying everything good that could 
possibly be said for any die stock. No. 11-A, how- 
ever, is a Self-Contained die stock that uses narrow 
receding dies. It’s truly a wonderful tool. 









Your jobber has it—ask him. 
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SUPPLY 


NEWS 


AMONG MANUFACTURERS, WHOLESALERS AND SALESMEN 








Buys Walworth Ohio Co. Youngstown Branch 


The Snyder-Bentley Co, has purchased the Walworth 
Ohio Company’s branch at 1119-1135 Manning ave- 
nue, Youngstown, Ohio. The transfer took place May 
|. The officers of the new company are: [rlon L. 
Snyder, president and general manager, and Martin Z. 
Bentley, vice president and treasurer. 


+ 
Moves General Sales Offices to New York 


The Reading Iron Co., Reading, Pa., recently an- 
nounced the removal of its general sales offices from the 
Jaer building, Reading, to Suite 939-945 New York 
Central building, 230 Park avenue, New York City. All 
matters pertaining to sales will be handled from the new 
location. 

* 
Announce Changes in Sales Organization 

The Crest Mfg. Co., New York City, recently an- 
nounced several changes in its selling organization. B. F. 
Collins, formerly New Jersey sales representative, and 
recently with the J. A. Sexauer Mfg. Co., has 
again become connected with the Crest organ- 
ization, and returns to his former position. 
George Anderson, formerly with the J. D. 
Johnson Co., Inc., has been appointed sales rep- 








Sa 
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tipper right: The new building of the Brass City 

Piumbing Supply Co., of Waterbury, Conn, Center 

and lower right: Parts of the attractively decorated 
display rooms in this building 





resentative to succeed M. J. Halpin, who resigned. I. P. 
Murphy of Bartlett, N. H., has been appointed repre- 
sentative for New Hampshire and Vermont, and J. J. 
Sonigan of Lynn, Mass., will cover eastern Massachu- 
setts. Lewis Callahan has been appointed sales repre- 
sentative in the Philadelphia district, and R. B. Babbitt, 
formerly with the J. A. Sexauer Mfg. Co., has been 
made sales representative in Louisiana, Arkansas and 
Alabama, with headquarters in New Orleans. 
® 
Move Offices to Own New Building 

The Chicago district and Central Division offices of 
the Union Carbide and Carbon Corp., New York City, 
moved recently to the corporation’s new forty-story 
building, the Carbon and Carbide building, at Michigan 
avenue and South Water street, Chicago. 

® 
Formally Open New Showroom 

The two-story brick and_ steel fireproof building 
erected by David Stein, proprietor of the Brass City 
Plumbing Supply Co., Waterbury, Conn., was formally 
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opened recently with considerable ceremony, in which 
many manufacturers, wholesalers, plumbing and _heat- 
ing contractors, and friends participated. The new 
structure affords the concern approximately 30,000 
square feet of floor space, a railroad siding, as well as 
many of the modern devices designed to expedite serv- 
ice. Mr. Stein, who has been identified with the plumb- 
ing and heating industries for 22 years, seven of which 
immediately prior to his establishing his jobbing busi- 
ness 10 years ago were spent in the plumbing and heat- 
ing contracting business, designed and supervised the 
erection of the new home. 

The attractively decorated display rooms occupying 
the entire breadth of the building, over a part of which 
is a mezzanine, where the offices are located, are divided 
by a spacious reception room. Heating equipment oc- 
cupies one side, while plumbing fixtures of the most 
modern design are arranged opposite. A runway at 
the rear of the basement gives access to an enclosed 
loading platform. <A steel-walled pipe shed is adjacent 
to the platform. 

William R. McCarthy is manager of the company, 
and John F. Lynch is superintendent of the warehouse. 
Numbered among the many guests and friends attending 
the banquet given at the Hotel Elton to Mr, Stein to com- 
memorate the occasion was Francis P. Guilfoile, mayor 
of Waterbury. Mayor Guilfoile paid a tribute to men 
of the business type that Mr. Stein; E. J. Daly, presi- 
dent, M. J. Daly & Sons; James R. Walker, plumb- 
ing inspector of Waterbury, and A. A. Mills, president 
of the Connecticut Master Plumbers’ Association, rep- 
resent. Many men prominent in the industry were on 
hand and still others forwarded their good wishes. 

® 


Salesmen Complete Convention Arrangements 

Preparations have been completed for the fourth an- 
nual convention of the National Association of Plumb- 
ing and Heating Salesmen, which is to be held May 23, 
24 and 25 at Philadelphia, Pa. The session on Thurs- 
day morning is given over to speeches of welcome by 
Harry A. Mackey, mayor of Philadelphia, and men 
prominent in the association activities. Russell G. 
Creviston, general manager of the Plumbing and Heat- 
ing Industries Bureau, is also scheduled to give an ad- 
dress. 

John A. Quinn, vice president of the National Asso- 
ciation of Master Plumbers, is to talk at the opening of 
the afternoon session on “Co-operation of the Master 
Plumber with the Salesman.” This address will be fol- 
lowed by one from William F. Weber, president of the 
organization. The Friday morning meeting will be 
opened with a talk, “What the Owners and Managers of 
Philadelphia Think of the Salesmen’s Association,” by 
M. D. Robinson, manager Philadelphia branch of Crane 
Co. Maney J. Feeney, president of the Master Plumb- 
ers’ Association of Philadelphia, will speak on the sub- 
ject, “The Attitude of the Master Plumbers of Phila- 
delphia Toward Members of the National Association 
of Plumbing and Heating Salesmen.” J. R. Hartman, 
managing director of the Philadelphia Plumbing and 
Heating Development League, is scheduled to present a 
discussion, “The important part a salesman can render 
in every city to promote the welfare of our two indus- 
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tries.” CC. W. Wanger, president of the Woodward- 
Wanger Co., will talk in the afternoon on “The sales- 
man and his responsibility to the industry—the house he 
represents and to himself.” 

James A. Messer, president, Eastern Supply Associa- 
tion, will talk later that afternoon. Scheduled for Saturday 
morning are talks by George W. Elliott, secretary, Phila- 
delphia Chamber of Commerce, and Mrs. J. W. Kyle, 
statistician of the city of Philadelphia, whose subject will 
be, “Why Women Should be Consulted in the Selection 
of Plumbing Fixtures.” Sightseeing trips, dances and 
entertainment are also on the program. W. W. Morgan 
heads the committees, which comprise practically the en- 
tire Philadelphia chapter membership. 


* 
Moves Philadelphia Offices 


The Josam Mfg. Co. has moved its Philadelphia 
office to 618 Stock Exchange building, 1411 Walnut 
street. George H. Lang is manager. 

& 
Moves Plant to Larger Quarters 

The Thermovalve Co., of Cleveland, Ohio, moved 
recently from its old location at 2015 East Sixty-fifth 
street, to new and larger quarters at 4300 Euclid ave- 
nue, in that city, where manufacturing facilities can 
be enlarged. 

» 
Open New Warehouse in Yonkers 


A new plant for warehousing and distributing plumb- 
ing and heating materials has just been completed by 
the E. F. Keating Co. at 999 Sawmill River road, 
Yonkers, N. Y. Russell E. Clegg is director of this 
establishment, which augments the downtown New 














New plant of E. F. Keating Co., at 999 Sawmill Riwer rond. 
Yonkers, N. Y. 


York headquarters organized in 1885. John J. Walsh, 
who has covered Westchester County for several years, 
continues in this capacity for the Yonkers branch, which 
is on a siding of the New York Central railroad and 
affords the concern 18,000 square feet of floor space. 
€ 
Formally Opens New Display Room 

The United Plumbers Supply Co., on May 4, for- 
mally opened a new display room in one of its buildings 
at 146th and Exterior streets, Bronx, New York City. 
Embodied in the layout, with its color schemes of cream 
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o Aruistic designs and the highly 


colored equipment now in vogue 
for Bath Rooms of the Modern home 
demands Bath Trimmings in keeping 
with the high character of the fixtures 
used, and to meet this requirement 
WOLFF has designed the attractively 
ornamental and unique ‘‘TUB FILL- 
ERS”’ illustrated, utilizing the fabled 
Dolphin as a motif. 
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These novel fittings are supplied only in 
combination with the complete bath in 
all the beautiful ‘“‘RAINBOW”’ Enamel 
tints and with the ‘‘SSUPERIOR’”’ self- 
scouring non-overflow lift type bath 
drain. 


The concealed valves for supplying the 
tub and shower are fitted with orna- 
mental colored handles and escutcheons. 


These fittings and many other additions to the extensive WOLFF line of 
‘~DURO”’ Plumbers Brass are illustrated in the new 16-page catalogue insert 
just issued. If you have not received a set, write us and we will gladly supply 


you. 


WOLFF CO. 


“Superior Plumbing Fixtures”’ 


CHICAGO 











SUPERIOR PLUMBING FIXTURES 
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Branford 


Branford Junior 
300 Pounds 


250 Pounds 


Both Branfords had to jump for it 
When flying recently, 


But neither of them seemed to mind 





This grim emergency. 


The Old Man winked as down he went 


“These things,’’ said he, “are treats. 


No crash could ever harm our sturdy 


Brass-to-Iron Seats.’’ 
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maize walls with a shaded green frieze, the company’s 
veneral color, and gold tinted pillars, there are samples 
of practically all modern pieces that go into the bath- 
room, kitchen and cellar of a home. The examples of 
the manufacturer’s art run strongly in color, as numer- 
ous booths back to back running down the center of the 
75x35 foot room, and finished in varied color tile, have 
harmoniously colored fixtures in place, presenting sug- 
gestions to the visiting customers of plumbing and heat- 

ing contractors. The boilers, radiators, and gas water he answer 
heaters are also in color. Skylights, with colored glass, 
lend harmony to the arrangement. Each fixture, fitting for those who want 
and item is marked with a price tag, and the idea is a 


further step in the customer co-operative plan which this the best softener 


concern has established. 








To those fastidious customers who come to you asking 
for a softener that will at once free them from the bur- 


Handles Sales of Seats den of mechanical details, and will furnish an unlimited 
- = supply of zero soft water, you cannot give a better an- 
Killzun, Inc., Chicago, recently took over the sales guest thom the (rane. Wark Rlectromatic. 
for the closet seat division of the Crocker Chair Co., Everywhere it has been accepted as the most perfect 
Sheboygan, Wis. The organization moved recently from of automatic softeners. It is made in one c asting of 
a - Ho Sigg an grey iron...a metal whose corrosion resisting power 1s 
its former location 1n the Tribune Tower to new quar- many ines that of steel. Its softening element is 
ters on the twenty-ninth floor of the same building, Doucil C. W. 40, an exclusive Crane-Warlo mineral that 
hove. tn aiilition to office enace the co I ; is smashing all capacity records in industrial plants. 
WieeS, os - I ”4 1¢ Cnyany ™ main- Regeneration is automatic, and a special flag signals 
tain a display room. E. A. Zundel is president, and whenever the brine tank needs refilling. 
(;. B. Killen vice president of the company. Best of all, the Electromatic is so easy to install. Let 


us send you complete information concerning it. 


© 


Plumsteam Club Re Elects W. W. Morgan e Rx A N a 


W. W. Morgan was unani- 
° GENERAL OFFICES: CRANE BUILDING, 836 S. MICHIGAN AVENUE, CHICAGO 
mously re-elected president NEW YORK OFFICE: 23 W. 44TH STREET 


of the Plumbsteam Club of Branches and Sales Offices in One Hundred and Eighty Cities 
Philadelphia _for the next 
year at the regular monthly 
meeting held Friday, May 10, 
at the Sylvania Hotel. Other 
officers, who will assist Presi- 
dent Morgan, are George H. 
Urwiler, vice president; T. 
Bradford Jones, treasurer, 
and Carl Althoff, secretary. 
With the coming national 
convention of plumbing and 
heating salesmen only a short 
time off, President Morgan W. W. Morgan 
called a business session im- 
mediately after the dinner, with reports of the various 
convention committees. W. Harold Mitchell, chairman 
of the entertainment committee, gave a comprehensive 
report on the second annual show and dance, held re- 
cently. Due to the fact that not all of the tickets have 
been turned in, Mr. Mitchell was unable to give a final 
report. The convention committee report showed that 
all details have been worked out along with all of the 
entertainment features. C. W. Cope, chairman of the 
finance committee, explained the method of financing 
the convention, and the distribution of tickets. 




















“FLUSH-KLEEN’”’ 


(Sewage Ejector) 





Rags-Sticks-Paper Cannot Clog a ‘‘Flush-Kleen’’ 
SEWAGE NEVER TOUCHES THE IMPELLER 


The ‘Flush-Kleen” 
Sewage Ejector will 











discharge larger and 
heavier materials 
than any other eject- 
or of similar size and 
horse power, and will 
pump into sewer any- 
thing passing into 
basin through sani 


tary lines. 











Ask for Bulletin 125. 





President Morgan appointed Henry MacMillan, Har Pig. $006—Decton, Dey Basia Representatives in 
old H. Held, William G. Brewton and Thomas Fleming “Flush-Kleen” Sewage Ejector principal cities. 


as delegates to the national convention, with W. Harold 
Mitchell, George H. Derbyshire, Harold Hess and E. Cem PUMP COMPANY 

orig inl TING 
Wilson, alternates. John A. Doody was again honored ' a4 — CO OES USE- VACUUM 
with the chairmanship of the outing committee. we 

[In appreciation of the work done by the retiring of- _ St., Chicago Phone Brunswick 4110 


ficers, W. Harold Mitchell, on behalf of the club, pre- —____ — 
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Kennedy Malleable Iron Pipe 
Fittings are so truly malleable 
that they may be crushed al- 
most flat without splitting. 















about Kennedy 
No. 3 


Throughout the 52 
years of Kennedy 
service to users of 
valves and pipe fit- 
tings, no Kennedy 
design has ever had 
to be recalled. 








yo can pull up to a tight joint on 
Kennedy Malleable Iron Pipe Fit- 
tings without danger of splitting or 
cracking at the threads or in the body. 
They are made truly malleable by heating 
in annealing ovens for an ample length of 
time to assure complete annealing through 
and through each fitting. 


Thorough malleability is but one of 
your many assurances of uniformly good 
fittings when you use Kennedys. They 
are carefully inspected and tested before 
shipment to make sure that each lot is 
perfect in every respect—without flaws 
inside or outside, with clean, sharp, accu- 
rate threading and generous chamfer, and 
with uniform and heavy galvanizing. 


Order Kennedy Malleable Iron Fit- 
tings from your dealer—either a few to 
inspect and test, or enough for your next 
job, and you will soon see why specifying 
“Kennedy” assures speedy and profitable 
piping jobs. 





Send for the Kennedy Catalog 
THe KENNEDY VALVE 
Mrpro. Co. E.sura, NY. 


WAREHOUSES: 
New York, 128-132 White Street; Chicago, 1335-1337 S. Clinton 
Street; San Francisco, 448-450 Tenth Street 
SALES OFFICES: 


New York, Philadelphia, Cleveland, Chicago, Atlanta, Salt 
Lake City, El Paso, Los Angeles, San Francisco, Seattle 


KENNEDY 


VALVYES~PIPE FITTINGS~FIRE HYDRANTS 


Standardize on 
KENNEDY for 
ALL your Valves 
and Fittings 






Standard Bronze Gate Valve 

One of the large Kennedy line 
of bronze and iron gate, globe, 
angle and check valve types for a 
wide range of pressures. 





Radiator Valve 

Built in both hot water and 
steam types and designed to 
follow the standard roughing-in 
dimensions formally endorsed by 
the Heating and Piping Con- 
tractors’ Assn. 





from fittings due to splitting under 
wrench pressure.”’ 


easy to enter or connect, with good 
tapping. Machine work is all that can 
be desired.”” 


siaslic users of Kennedy Malleable Iron 
Pipe Fittings. 





The Comment Corner 
“With Kennedys, no more leaks 


“We find your fittings perfect and 


—two typical comments from enthu- 
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sented to each Messrs. Backner, Agostini and Derbyshire 
a traveling kit, and to President Morgan a gladstone 
bag. 

The meeting was then adjourned and the club went in 
a body to the meeting of the Plumbing and Heating De- 


velopment League. 
« 


Announces Removal of Western Division 
Headquarters 
The Johns-Manville Corp., New York City, recently 
announced the removal of its Western Division head- 
quarters from South Michigan avenue and Eighteenth 
street to the Carbide and Carbon building, 230 North 
Michigan avenue, Chicago. 


© 
Opens Branch Store and Warehouse 
The Culbert Pipe and Fittings Co., Jersey City, N. J., 
recently announced the opening of a branch store and 
warehouse at 166 Clay street, Paterson. The new branch 
will be in charge of William H. Merrick. 


> 
Opens Branch in Chicago 
The Sanitary Dash Corp., New York City, recently 
announced that it had opened a factory and service 
branch in Chicago, at 7/05 West Washington boulevard. 


* 
Appoints Pacific Coast Representative 

The American Sanitary Mfg. Co., Abingdon, IIL, 
has recently made arrangements with Wm. P. Horn Co. 
to represent it in the Pacific coast territory. The Horn 
company has three offices, San Francisco and Los An- 
geles, Calif., and Seattle, Wash. 

» 
Georgia Salesmen Hear Bureau Director 

While the Georgia State Association of Master 
Plumbers was holding its annual convention, the plumb- 
ing and heating salesmen covering Georgia held an open 
meeting at the Daniel Ashley Hotel, Valdosta, which 
was sponsored by Atlanta Chapter No. 15, of the Na- 
tional Association of Plumbing and Heating Salesmen. 
The meeting was opened by President Ray Welsh, who 
welcomed all the men and outlined briefly the purpose 
of the association and its code of ethics. He introduced 
L. U. Noland, director of the Plumbing and Heating 
Industries Bureau, who congratulated the association 
for its progress, and said that salesmen were the am- 
bassadors of good will and the vehicle of operation, and 
must sell themselves and their association to their em- 
ployers. “I recall, only a few hours ago, that the 








Officers of the Atlanta Plumbing and Heating Salesmen’s 

Association: R. J. Welsh, of Sloan Valwe Co., president; F. 

Moriarity, of Standard Sanitary Mfg. Co., treasurer; P. L. 
Guest, Jr., of Hoffman Specialty Co., vice president 
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SMOOTH-ON No. 1 


is applied cold, so 
it avoids fire risk 


pepe this when you have a leak to repair in 
a gas main, gasoline or oil tank, gas producer, etc., 
where welding, brazing, pouring hot lead or soldering 
would be impossible without long delay and thorough 
ventilation. 


Heat need not be a factor with Smooth-On No. 1 
either in making the repair or making its performance 
perfect in service. Making the seal strong and per- 
manent merely requires mixing the Smooth-On with 
cold water and applying in a way to force the mixture 
deeper into the crack or joint as the Smooth-On expands 
in hardening. 


In service, the Smooth-On retains its bond as it 
expands and contracts at the same temperature co-efh- 
cient as the surrounding metal. 


A Smooth-On patch in a boiler crown sheet or in a 
metal joint in smoke-box breeching is therefore as 
dependable as one on the parts of an ice machine which 
are subjected to lower than freezing temperatures. 


Safety and simplicity in handling, lowest material and 
repair labor costs, quick restoration with shortest shut- 
down, and full assurance of a permanent or temporary 
repair as desired, make the Smooth-On way the logical 
one in almost all places where cracks, breaks or faulty 
joints permit the escape of fluid or loss of pressure. 


Get Smooth-On No. 1 in 1 or 5-lb. can or larger 
keg from your dealer or tf necessary from us. 


The SMOOTH-ON 
HANDBOOK FREE 


If you return the coupon 





Twentieth Edition—136 pages of data— 
Pee ee eee 193 diagrams, pictures and practical hints on 
BR rc eae AS? at least 200 different uses for SMOOTH-ON., 

Bee eerie Fe, Every progressive engineer should have this 
book—get your copy NOW. 

















SMOOTH-ON MFG. CO. 


Derr. 12, 570 CommMuntpaw Ave., 
ersey City, N, 


__ Please send copy of the Smoorx-On Handbook, 
['wentieth Edition. 


NAME.... 


ADDRESS........ 
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Stockham Accuracy pro- 
duces fittings accurately 
threaded and accurately 
squared to make up 
straight lines. 


Be sure the name 
STOCKHAM 
is on the fittings 
you buy 














STOCKHAM FITTINGS 


Cast Iron — Malleable — Electric Cast Steel 

















New! Best sellers! Don't 
fail to see Speakman’s new 
Self-cleaning Shower Head, 


and Diamond Sink Fixture. 


SPEAKMAN CompAny, Wilmington, Del. 


SPEAKMAN 


SHOWERS and FIXTURES 


























Beautiful Colors in China | 


Turquoise Old Ivory 
Blue 
Antique Shell Pink 
Gold 
Dove Gray 
Pearl White 
Jet Black Sea Green 





No. 20 Double Action Lever 


The Indiana Brass Co. 


Frankfort, Indiana 

















THE OSTER CHIP CHASER 
Handier to carry—easier to 
oil— more chip clearance 
than any other small ratchet 
die stock. Complete with 
carrying kit and 5 die heads, 
"to %", for *13.33 f. 0. b. 


jobbers stock, 


THE OSTER MFG. COMPANY 


2077 E. 61st Place - Cleveland, Ohio 
Offices in New York, Philadelphia, 
Chicago, Boston, Los Angeles 














Manufacturers 
of the 
most complete line o 


Reg. U.S. Pat. Off. 
f pipe-threading equipment inthe world. | 
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Top row: H. W. Powel of J. A. Zurn Mfg. Co., E. B. Ike, 
manager of Savannah branch of the Hajoca Corp.; A. P. 
Keisker, manager of Crane Co., Savannah; J. J. Kennedy, 
2nd, National Tube Co., Atlanta; C. MeMillan of Crane Co. 
Bottom row: F. M. Wileox, manufacturers’ representative, of 
Atlanta; A. A. Erxleben, president of Loury Co., Atlanta; 
Robert Wood of Speakman Co., Charles MceCubbin of Walker 
Supply Co., John C. MeCubbin, manager of Atlanta branch 
of Standard Sanitary Mfg. Co. 


Georgia association had endorsed your association and 
you. Your association can be a real help, and do a fine 
job. Have a real business administration, an executive 
committee to draw up a set of aims and objects oi 
what your association is going to do, and present to the 
wholesalers and manufacturers for their endorsement, 
also get them to accept the salesmen’s association as a 
means of bettering business for the trade and for im- 
proving ethics and standards of practice,” he said. 

“We are going to have in the State of Georgia in the 
next month a state field secretary, who will be controlled 
by a joint committee, composed of three wholesalers 
and three master plumbers. In addition, we will have 
Hl. B. Fuller, of the Plumbing and Heating Industries 

sureau, so you will have the advantage of two paid 
secretaries in Georgia.” 

Mr. Noland then spoke on how the bureau could give 
helpful literature and data for salesmen’s use with the 
dealer. 

“Preach to the trade the proper spirit of fellowship 
and good will in their association,” he said, and con- 
tinued, “Help plumbing and heating contractors in the 
new merchandise era.” He told of what the Virginia 
salesmen had done in installing 176 sets of books in 
contractors’ offices, and urged the salesmen to make a 
better dealer and merchandiser out of their customers. 

“The Plumbing and Heating Industries Bureau and 
your association should do a big business in Georgia. 
Cut out knocking and boost instead; build up a spirit 
of fairness and a right kind of salesmen’s association 
can be had with the right policies and a definite program ; 
also urge each salesman to boost one another. Get 
the plumbing and heating contractor out of the shop and 
get him in touch with the buyer of the merchandise,’ 
he concluded. 

H. B. Fuller also addressed the gathering and told 
the men that the bureau was open to them and willing 
at all times to co-operate. Around 50 attended the 
meeting, and a drive will be put on to have every man 
working in Georgia to become a member of the asso- 
ciation. 


a 
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3000.00 
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DOLE AIR VALVES 
are giving faithful service to 750,000 users 


That’s a lot of air valves, and the way “Dole makes them, means 
a lot of satisfaction to users, and good profits to jobbers and 
contractors. For years The Trade has 
known that you cannot go wrong on 
a Dole Product. Well made—nationally 
used and endorsed. 


















These are good reasons why you 
should profit by the sale of Dole Syphon 
Air Valves 


May we send you full particulars? 









Automatic N on-adjustable 
All Metal Thermostatic 


SYPHON AIR VALVE 


The Dole Valve Company, 1913-33 Carroll Ave., Chicago, Ill. 
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Advertising 
Is a Specialist’s Job 


mHE man who laid out this ad is a specialist. He 
m= knows the printer's types by their first names. He 
=a knows how to make your eye travel to the precise 
point he wants it to travel. He knows how to take the copy 
for this ad and make its essential points stand out so that 
you will “get them” in a glance. He knew just how this ad 
was going to look in type before he gave it to the printer. 





The man who wrote this copy is a specialist. People say that 
he knows all the parts of speech in the English language. 
He knows enough six-cylinder words to mix with his one- 
cylinder words so he has what is known in baseball as a 


“change of pace.” 


You are a specialist. You know how much radiation you will 
need to heat a room of a certain size, etc., and you know all 
about vents, and soil stacks and the other gadgets in plumb- 
ing installations. | 


The advertising specialists call you in when they want a 
plumbing or heating job they know will work. They figure, 
naturally, that you ought to call them in when you want 
an advertising job that will work. 


So, in each issue of “Domestic Engineering” you find the Retail 
Advertising Service. It carries newspaper ads, sales letters, 
short publicity items, copy for circulars and suggestions for 
window displays, made up by the two specialists mentioned with 
the help of a third — the artist who makes the illustration. 


The cost of that service is $4.20 for twelve weeks. In other 
words, we charge you 35 cents for the cut each week. We 
send you two new illustrations every other week and a reprint of 

the page. All you do is hand them 
to your local newspaper and your ad- 
vertising job for the week is finished. 









Here's the form that will give you the 
service of these specialists for the next 
twelve weeks. After that you'll never 
want to be without their help. 
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: Moves New York Offices 

The Cohoes Rolling Mill Co., Cohoes, N. Y., has 
moved its New York City office to 342 Madison avenue. 
William Mittleman is manager of this office. 


» 
Appoints New Representatives 


The Spencer Heater Co., Williamsport, Pa., recently 
announced the ‘appointment of new representatives in 
three territories. T. F. Reusswig has been appointed 
for the Albany, N. Y., district, and maintains head- 
quarters at 797 Washington avenue. In the Bethlehem- 
Allentown, Pa., district, E. C. Kretschman has been ap- 
pointed, and will have his headquarters at 84 West Mar- 
ket street, Bethlehem. C. S. B. Ward is in charge of 
sales of the newly opened Pittsburgh office in the Union 
Trust building, and will have associated with him in 
the Southwestern Pennsylvania territory, E. J. Davis 
and E. S. Schweinberg. 

* 


Northern Ohio Golfers Hold First Meet 


The spring meet of the Northern Ohio Trade Golf 
Association was held at the well-known Beechmont 
Country Club, Cleveland, Ohio, on Monday, May 6, 
with Samuel Wolff as ost. There was a very fine turn- 
out, considering that it was a disagreeable day, accom- 
panied by a cold rainstorm. Some good scores were 
turned in despite the weather and course handicaps. 

Three golf balls apiece were awarded the following: 
John Trivison, C. P. Gavosch, P. L. SowersLy, Frank P. 
Murphy, L. O. Stearns, T. F. Barrett, George Caleb, 
and one ball to L. R. Oatey. 

The following officers were elected for the coming 
year: President, Frank P.. Murphy; vice president, L. 
R. Mendelson, Hotstream Heater Co.; secretary and 
treasurer, A. W. Fullerton, George Worthington Co.; 
captain, Frank E. Boli, A. M. Byers Co. The board of 
governors is composed of : Sam Wolff, P. O. Boylan and 
P. L. Sowersby. 

President Murphy opened the meeting with a short 
talk, and turned it over to Vice President Mendelson. 

















Upper left picture: J. J. Mason, National Radiator Corp.; J. 
Lamping, American Radiator Co.; J. Murphy, Pierce, Butler & 
Pierce Mfg. Corp. Lower left picture: George Caleb, Standard 
Sanitary Mfg. Co., Cleveland; J. J. Mathews, of Frank P. 
Murphy, manufacturers’ representative; L. R. Oatey, L. R. 
Oatey Co., Cleveland; Ed. De Mott, golf professional of Cleve- 
land; A. Brean, foreman of L. R. Oatey Co. At right: Samuel 
Wolff of Wolff Supply Co., Cleveland, host. Photos taken at 
the recent meet of the Northern Ohio Trade Golf Association 
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A Peep Into the Bathroom 


furnishes silent evidence of how 
old a building is. 


The modern tenant demands a 






shower combined with a tub. 
The Jobber and the Plumbing 
Contractor who GO AFTER 
business, will find most owners 
of the older hotels and apart- 
ments excellent prospects for the 


Parkway, Belden 


Bathaday Showers 


With one of these easily installed 
fixtures, quickly attached to any 
style tub, the Plumber can com- 
bine his good workmanship into 
a job that means profit to him- 





self, and satisfaction and pleasure 
to his customers. 


Literature and suggestions 
on request 


Milwaukee Flush Valve Company 


MILWAUKEE, 
U.S. A. JUDELL 
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Why limit you 
sales to the 5% , 





sted and ApProveg 


Stas 2554 
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Good Housekeeping 


Go, . Instit ute eS 
OUSEKEEPING MA 
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when your entire 
Community cecum 
atiord to pay 


12? 


| & 
for an Automatic 
~S Hot Water 
plus boiler 
covering , 
and installation ' 
ae" Heater 
ERE is your real opportunity for more profitable sales. Everybody 
wants automatic hot water, yet for five families that can afford to 
pay one hundred dollars for this service there are ninety-five who will 


gladly pay $12.50, plus installation, for this new yet already proven 
Woodward-Wanger KLIXON Thermostat. 











All you have to do is to add this ingenious device to the side arm or 
coil heater and instant automatic hot water is a reality. The Westing- 
house automatic iron and Servel refrigerator use the same Thermostatic 
principle with marked success. 


A complete advertising and merchandising campaign backs up this 
new Improved Woodward-Wanger KLIXON Thermostat. The market 
is enormous, the device has instant sales appeal and we go the limit 

in helping you resell it. Nowhere can you find a surer 
money-making combination. 





WOODWARD-WANGER CO. 
1106 Spring Garden St., Phila., Pa. 


Gentlemen: 

I am interested in selling automatic hot 
water to the many prospects in my 
territory. 


Please send me immediately 
W-W KLIXON Thermostats (| $8. 25 | for 


one or $8.00 in quantities of 3 or more. 


Name 











| Address 
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SHERWOOD BRASS WORKS 


Riordan Co., Inc., 
E. 8. soa. 2401 ¢ ‘hestnut St. 


Representatives: J. A, 
Seattle. 
Ave., Trenton, N. J. 


‘’ 
your rep tuutation 
Dy , 


1600 E. 7th 8 S 
P hilade a" 


Why the Sherwood 
costs a few cents more 
The Sherwood Ball Cock costs 


a few cents more than ordinary 
ball cocks for the same reasons 
that a Cadillac ¢osts more than 
the lower priced cars 


Better and longer lasting metals 
are used in the Sherwood, more 
thought has been put into its 
mechanical constructuon and 
greater care is taken in its 


manufacture 


[he result is a better 
quieter and longer lived 
ball cock that closes against 
any city water pres- 
sure without whist- 

ling or gurgling 
Isnt tt worth 
those few cents for 
the protection of 


5 





- Detroit, Michigan 


ed 8. Wilsey, Ply mouth Bidg., Minneapolis. 


sms Angeles; 303 Colman Bidg., 
Tred G. Hoffman, 831 Edgewood 


























a— 


PHOENIX 
BRASS 
FITTINGS 


EVERY 
FITTING 
TESTED 
UNDER 
WATER 








PHOENIX BRASS 
FITTINGS CORP. 
N. J. 


Irvington 




















J. L. Stulsaft, New York City; 
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Past President L. R. Mitchell was the speaker of the 
evening. Numerous talks and recitations by Floyd Wager 
were popular. 

Captain Frank E. Boli urged all that could possibly 
attend the first meet of the Tri-State Golf Association, 
to be held at’ Cambridge Springs, Pa., to do so. This 
meet is to be held June 3, but a number of the members 
plan to arrive June 1, and get a full week-end of golf. 

The scores follow: 


Gr. Hdp. Net Gr. Hdp. Net 
Al ROOS........188 8B 3 Ray Deeks..... 171 336 1 
Sam Wolff ..... 117 20 97 FF ee 147 26 1 
John Trivison... 91 18 73 S. J. Reagan....149 36 1 
) |) i) 112 20 92 T. F. Barrett... 96 20 
Frank Boli..... 80 Ss sl KF. F. Schweizer.115 20 
J. W. Cannon..115 2090 965 a 143 36 10 
L. R. Mendelson.107 20 87 J. W. Leonard. .109 20 
Geo. G. Gebhart.105 20 85 P. J. Eakins....115 20 
C. P. Gavosch..100 20 80 fm. Bomert.....--« 129 36 93 
S. R. Mitchel....115 20 95 P| eee 141 36 105 
Cc. J. Melcher...113 20 93 H. A. Kramer...113 24 S44 
P. L. Sowersby.102 20 82 Cc. W. Brennan..126 24 If 
el ee 106 20 86 J. BE. Moore..... 96 15 5 
J. F. Siefert....120 30 90 CS) 128 
F. P. Murphy...100 20 80 J. 7 aa ie eau 113 ; ; 
Harry Schaffer..117 20 97 J. . Vogel..... Noe — 
A. W. Fullerton..132 36 96 Is. “4 Oatey... No card 
L. O. Stearns.... 89 12 77 Roy Breen...... No card 
F. P. Wager....113 20 93 


o 
G. H. Gay Called by Death 


Gilbert Henry Gay, Southern representative for the 
Kaustine Co., Inc., Perry, N. Y., died at his home, 1644 
Union avenue, Memphis, Tenn., on Tuesday, May 2. 
after a short illness. He was buried in Elmwood Ceme 
tery, Memphis. Mr. Gay is survived by his widow, 
two brothers, C. E. Gay of the Kellogg-Mackay Co., 
Joplin, Mo., and I. A. Gay, and two sons. 


Announce Metropolitan Golf Dates 
The Metropolitan Trade Golf Association, through 
Captain T. Arthur Johnson, of J. D. Johnson Co., Inc., 
New York City, has announced the schedule of meets 
that have been arranged for the ensuing season. ‘The 
dates are as follows: May 23, North Hills Country Club 
at Douglaston, L. I.; June 20, Canoe Brook Country 
Club at Summit, N. if ; July 23, Wykagyl Country Club 
at’ New Rochelle, N. Y.; August 21, Upper Montclair 
Country Club, at Montclair, N. J.; September 17, Pel- 
ham Country Club, at Pelham Manor, N. Y.; October 
17, \WWestchester-Biltmore Country Club, at Rye, N. Y. 

® 
New Jersey Golfers Vie with Rain 


The Plumbing and Heating Trades Golf Association 
of New Jersey held its first practice meet of the season 
at the Crestmont Country Club on April 25 in a down 
pour of rain. Between and in showers, the 35 members 
who teed off at least enjoyed the luncheon and dinner. 

At the annual dinner of the association held in March. 
Robert D. Elder of J. D. Johnson Co., Inc., was elected 
president; Herman I. Baumgartner, master plumbe: 
of Newark, N. J., vice president, and M. E, Durkee of 
the Heating and Piping Contractors Newark Associa- 
tion, secretary and treasurer. The following were unani- 
mously elected to the board of governors: W. B. Wat 
son, master plumber, Belleville, N. J.; Joseph Buday of 
Jesse Thorn of Trenton 
and James Rogers oi 


Potteries Co., Trenton, N. J., 








ee 
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The Advantages of 
SarrEquip Septic Tanks 


Chemical Toilet Corporation originated 
San-Equip design, introduced it to the 
trade, improved and standardized the 
product, and always distributed it exclu- 
sively through the plumbing trade. San- 
Equip features are now covered by 





Patent No. 1708118 


U. S. patent number 1708118, issued April 9th, 1920. 


All Infringements Will Be Prosecuted 


Patents were granted on all our claims, 
and we propose to take advantage of the 
patent protection. Ihe protection must 
have been merited. Infringements will be 
summarily prosecuted. Making, selling 
or installing septic tanks which copy the 
protected features of SAN-EQUIP de- 
sign, whether done by manufacturers, 
distributors, master plumbers or others 
will constitute infringement. 


SAN-EQUIP'’S original design has been 
freely imitated by manufacturers who 
have little or no interest in sanitation And 
who have no organization to give service 
and cooperation to the plumbing trade. 


Plumbing dealers are now charged with 
a responsibility for sewage disposal and 
healthful sanitation. Inferior septics can 
mean only failure to carry out this 
responsibility —-the necessity of doing 
work over—loss of customers—loss of 


CHEMICAL TOILET 
CORPORATION 


948 E. Brighton Ave.., 
Syracuse, N. Y. 





reputation and possible loss of customers’ 
lives. 

SAN-EQUIP interest is to protect the 
public and the plumbing industry as well 
as to protect the well-merited patent 
rights covering SAN-EQUI/P advantages. 


Be safe—don't take the risks that come 
with inferior septics. (Ihey may be 
infringements). Satisfy your customer 
today and for the future—keep your good 














reputation—help | 
in the work of » yp 
giving safe Zig 
plumbing a ms 
oS Very = | i W/ | 
home. In- Qi erties = J | Ly TLL 
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Now Protected by U. S. Government Patent 














110 DOMESTIC ENGINEERING May 18, 1929 


THERE §8S NO SUBSTITUTE FOR 





~<a 
ans 
te, 









Old 
fashioned 
hand pudd 
led dcnu- 
_ ine wrough! 


“Genuine” Wrought 


a oe Ss 
< ~  h P 


Iron Pipe means first: 
PERMANENCY 


It means hand puddling, which assures 
the pipe being rust-resisting — non- 
corroding—leak-proof. It is the reason 
COHOES pipe has been for seventy- 
five years without an equal. 


Send for our hand book “Pipe Facts’ for complete 


information regarding uses and sizes. 





COHOES ROLLING MILL CO. 


COHOES.NEW YORK 


BRANCH OFFICES: NEW YORK-CHICAGO-LOS ANGELES-SEATTLE-PORTLAND-BOSTON 
CLEVELAND - DETROIT -NORFOLK- MINNEAPOLIS 
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Rogers-Ebert Co., Orange, N. J. E. M. Robinson was 
renamed team captain for the third successive year by 
the board of governors. 

The membership committee reported that all the dif- 
ferent quotas were filled for the coming season. Cap- 
tain Robinson, in a very comprehensive report, outlined 
the activities of last year, together with the names of all 
the golfers who had carried home prizes. Several 
changes were proposed for the constitution on which the 
membership was to vote at the regular meeting in May. 
It was also decided unanimously to adopt a ten-dollar 
initiation fee for all new members. The class “A” handi- 
cap for the season is to be 24, and the class “B,” 36. 

In the absence of President Elder, Vice President-elect 
Baumgartner named John E. Joyce, master plumber, 
Newark; Brad Wynn, Newark manager of Standard 
Sanitary Mfg. Co., and E. Fisher of W. A. Birdsall & 
Co. as the new membership committee. The association 
voted that a token of esteem and an engrossed letter be 
sent to W. H. Oleson, former secretary. 


2 
Delaware Valley Golfers Hold First Meet 


The beautiful Seaview Golf Club with its rolling fair- 
ways situated along Absecon Bay, Absecon, N. J., was 
the scene of the first meet of the Delaware Valley Trade 
Golf Association of Philadelphia on Tuesday, April 30. 
\rrangements were made by L. R. Murray, who was the 
host, and Secretary H. J. Kleinman. A goodly number 
of the members went down for the dinner and business 








Left to right: William G. Brewton, sales and advertising 
manager, Standard Tank & Seat Co., Camden, N. J.:; C. W. 
Wanger, president, Woodward-Wanger Philadelphia; 
Chartes J. Williams, Philadelphia; E. 

Thomas Maddock’s Sons Co., Trenton, N. J. 


Co., 


ineeting on Monday night, and were prepared for an 
early start the next day. : 

After dinner, President A. A. Tomlinson asked C. J. 
Williams, president of the Heating and Ventilating Golf 
Association of Philadelphia, to tell the members about 
the arrangements being made for a joint meeting of the 
two associations. 
details have been worked out for the meet to be held 
in August, at the Philmont Country Club. The mem- 
bers spent the balance of the evening playing the indoor 
putting greens and bridge. 

Tuesday morning found the weather ideal for golf, 
and by 9:30 all of the foursomes had teed off. E. B. 


lane shot a good game in the morning round medal | 


play, coming in with a gross 81, with a 15 handicap, 
giving him a net 66, and first prize of 9 golf balls. Wil- 
lam G. Brewton was not far behind with a net 69 to 
win six golf balls for second prize. Third prize, and 
\ balls, was captured by H. J. Kleinman, with a net 70. 

The afternoon round called for best-ball partners. 
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gon, SELF-CLOSING 
FAUCETS 


with renewable seats 


MOOTH ball-bearing 
action. Patented 
“Samson” Lock, 

which makes Paragon 
handles easiest to adjust 
without special tools. 
mnger wear — better 
action. A wide variety of 
bodies and handles. Write 
for folder on the complete 
line. 
Through your Wholesaler. 


Tke CENTRAL BRASS AW Co 


PARAGON DIVISION CLEVELAND OO. 


Y SPECIFYING Heggie- Simplex 
Steel Boilers,architects and build- 
ing committees for many important 
structures have endorsed what Heg- 
gie’s 35 years have accomplished—the 
most modern of heating boilers, in 
which scientific design combines every 
essential with preeminent quality. 





HEGGIE-SIMPLEX BOILER COMPANY 
JOLIET, ILLINOIS 


Representatives in Principal Cities 





B. Lane, sales manager, 


Build your 
reputation 

on LEAD 

—the dependable 


metal, 














Mr. Williams stated that most of the | 











SsVENCED 


HEATERS 


With the Magazine Feed 
and sloping Gable-Grate. 


“ 





« 


They save money for owners 
and make money for you. 


Spencer Heater Company 
Williamsport, Pa. 











New York Boston Philadelphia 
Buffalo Rochester Syracuse Albany 
Baltimore Hartford Scranton 











a 


times as fast! 


Gar Wood in his speed boat cleaves the water 
more than 5 times as fast as a crack college 
Crew. 


A contrast no less striking is of great importance 
to every plumbing and heating contractor. 
5 to 1 represents the comparative rates of 
pressure increase to temperature increase in 
closed domestic hot water supply systems. 


For safety, install a Red Top 


A Red Top Relief Valve Model No. 1 makes 
such a closed system safe from any possibility 
of explosion. Working on the gravity principle, 
it relieves pressure automatically at 50, 
75, 100 and 130 lbs. as 

desired. 


Red Top No. 2 relieves 
at 30 lbs. and is the 
basis of a highly eco- 
nomical and efficient 
system of hot water 
heating. Both 
Red Tops are approved 
by the Underwriters’ 
Laboratories, Inc. 





Neptune Meter Co. 
50 E. 42nd St. New York, N. Y. 


Branch Office in Principal Cities 


Sectional View, Model No. 1, for 
domestic hot water supply systems 





NEPTUNE METER CoO. 
50 East 42nd Street, New York, N. Y. D.E 5-18 29 


Please send me a copy of the new edition of your folder, ‘‘Protection,”’ 
which describes Red Top Relief Valves and their operation. 


ee 

ee 

ee eet ae Cena OSHe 40 RaeS. 6D ORAS EES Y OED n te ' 
State , 
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C. W. Wanger and C. J. Williams, with a net 69, took 
first honors in this round to win 6 balls each. John 
Bitzer, Jr., and R. Knight each received 4 balls for sec- 
ond prize, and William G. Brewton and H. J. Car 
came in for third prize and 3 balls each. (Guest prizes 
of 3 balls each were awarded to Harry G. Morrow, 
Snodgrass, C. J. Williams and R. Gouldsborough. 


Morning Round 


Name Gr. Hdp. Net Name Gr. Hdp. Ne! 
Wm. G. Brewton 99 30 69 R. L. Murray...101 25 = 7 
Mm. Fe GPs wc cces 101 25 76 H. J. Kleinman 93 23 7% 
R. D. Knight....113 35 78 H. G. Morrow..103 Guest 
R. F. Kleinman.117 28 89 C. Snodgrass....100 Guest 


Cc. J. Williams... 93 Guest 
A. A. Tomlins’n.103 30 7:3 


John Bitzer, Jr..111 30 R | 


~ 


. L. Weber....100 27 7 
Mr. Gouldsb’r’gh 82 Guest 
. WwW. Wanger.. 97 25 72 


~ 
- 


E. B. Lane..... 81 15 66 
Afternoon Round—Best Ball Foursome 
Gross Hdcp. Net 
ee De 6600 696s chs t0bee ows 
ON ESN ee ee eee a 99 30 69 
i a CC Csew eda oe oe bev e se sees 
gs I se i ty Sie oa de eww dee 95 25 70 
RE, Bett bene on SE KR Redd walk 
Mr. Gouldsborough (Guest)........ § 100 27 78 
ne es SD CUE Dn ccnae docu sed 
eee Ee ee 94 20 69 
ee ee 
A I i nce nekeee 5 3 15 82 
* 
New England Golfers Play Charles River 
Course 


The May meet of the New England Metal Products 
Golf Association was held on the eighth at the Charles 
River Country Club at Newton Centre, Mass. This is one 
of the most beautiful and hardest courses in New Eng- 
land. There were twenty-five present. Arthur I. Har- 
vey won first prize in the morning with a score of net 
75. William Hayes and John E. Bradshaw tied for sec- 
ond, each having a net 77. In the afternoon, Robert Mc- 
Keown, Jr., and James H. Ritchie both made a net 73, 
tying for first place. M. W. Dennison was second with 
a net 74. 

At dinner, President Herbert D. Nickerson announced 
that he had received the resignation of L. Waldo Smith, 
and it was voted to accept his resignation, as it would 
be impossible for him to attend any of the meets. It 
was decided to hold the next meet on June 4 at the 
Unicorn Club, Stoneham, Mass. 

The following are the scores for the day: 








Morning —Afternoon— 
Gross Hdcp. Net Gross Hdcp. Net 
ee el eee 137 27 110 125 27 98 
fe ere 106 15 91 99 15 84 
et Gs wi bao wees 92 15 77 99 15 84 
3 86 9 77 85 9 76 
ee ee 108 33 75 111 33 78 
J. E. Bradshaw......... 104 27 77 111 27 84 
E. D. Chesebro......... 101 21 80 101 21 80) 
fe ee 106 17 91 105 17 88 
W. N. McKenna, Jr..... 90 10 80 No card 
P. W. Donoghue........ 94 15 79 94 15 79 
ee Ee 122 30 92 106 30 76 
TS A ee ~ ~ - 115 24 91 
T. J. Swan (Guest)..... aa 7 - 99 i 99 
A. A. Gatheman,........ sth e o- 105 21 84 
R. McKeown, Jr........ ns <- és RR 15 73 
L. S. McCreary......... iv oi ee 104 18 86 
SG hy IS ie5aids-o @ ls be ne ~? 102 18 84 
ee Ee ee r - ea 120 30 90 
M. W. Dennison........ 89 15 74 
eo Wes Gs os + 0040 i ‘“ - 115 <u 85 
le A I an tr 60 0 ro ~~ as 118 24 94 
R. D. A. Thompson..... ea - bs 122 33 89 
F.. Egglestone ......... - vis.” § “ 138 33 105 
ip I ti il eke: 6% _ ya 88 15 73 
Ba. ED. POUGMOPOOR...cccce oc “ee ea 96 15 $1 
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E Deming “Marvel” Direct Water 
ystem—Figurel885 —is exactly the 
re ) Math p as used On the famous Figure 
2085, except that an extra-large air cham- 
ber provides the necéssary cushion and 
automatic regulation, Its exceptionally 
LOW PRICE PER GALLON and SEC. 
TIONAL CONSTRUCTION features 
make it the finest pump built for direct 
home water systems. For full informa- 
tion and discounts write 


wk stablished 1880 - ‘tn Salem, Ohio 


. “ht : 






_. Table of prices and sizes 


















The NEW Deming Figure 2085 


With the new automatic air con- 
trol feature which automatically 
maintains the proper volume of 
air in the water tank. Prevents air- | 
binding or waterlogging. This 
new feature, together with the 
Low COST PER GALLON and 
SECTIONAL CONSTRUCTION 
features make the Figure 2085 by 
far the most popular of com- 
plete home water systems. 


113 


















































































Fig. 2085 I} Fig.1885 
System |Capacity List i Capacity List 
Pe peo per hr. | hens | j Size No. | per hr. | Prices 
i—42 | 265 | $106.00 | 1 | 265 | $ 75.00 
1%—42 | 315 | 112.00 || 1% 315 | 81.00 
2—42 | 480 | 153.00 | 2 480 | 128.00 
2—120| 480 | 172.00 || 2 480 | 128.00 
2%—120| 600 | 187.00 || 2% 600 143.00 














Above prices are f. o. b., Salem, Ohio 
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Pilot Drawings Simplify Your Work 


All regulations, whether printed in code or verbally demanded, are plainly illustrated in a pilot drawing. They 
are easily understood by either master, journeyman or apprentice. 


They are a big help in selling, estimating and installing. They help to visualize the work that is to be done and 
eliminate all chance and guesswork. They save expensive delays and mistakes by workmen. 





STATES 


Indiana 
Ohio 
Pennsyloania 


Proposed Texas 
Code Recommen- 
dations of Master 
Plumbers’ Asso- 
ciation of New 
Jersey. 


CITIES 


Georgia: 


Atlanta 
Augusta 


Indiana: 
Indianapolis 


Kentucky: 
Paducah 





Michigan: 


Battle Creek 
Flint 
Kalamazoo 
Lansing 


New Jersey: 


Arlington 
Asbury Park 
Atlantic City 
Balmar 
Bloomfeld 
Caldwell 
Camden 
Carlstadt 
Cliffside 
Deal 

East Orange 
East Rutherford 
Elizabeth 
Garwood 
Grantwood 
Guttenberg 








Every plumbing contractor should have a 
pilot drawing for every city or town in 


which he is registered. 


Authorized pilot drawings that have been 
checked and approved are now available 
through the book department of DOMES- 
TIC ENGINEERING for the states and 
cities shown in the adjoining column. They 
come in blueprint form, size 22 x 28 inches. 
If purchased in 
quantities of 12 or more the price is $2.00 


The price of each is $2.50. 


each. 


Order the pilot drawings you need now. 


They will save time for you everyday. 


wvwvyv 
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PUBLICATIONS 


1900 Prairie Avenue 
CHICAGO 


ILLINOIS 











Harrison Westfield 
Hasbrouck West New York 
Heights West Orange 
Hillside Woodbridge 
Irvington 
Kearney Ohio: 
Kenilworth Ak 
Linden Pewee 
Lyndhurst T a 4 
Montclair eed 
Moonarchie 
North Arlington Pennsyloania: 
North Bergen — Allentown 
Orange Altoona 
Plainfield Bethlehem 
Roselle ton 
Roselle Park Lancaster 
Cranford New Castle 
Rutherford Washington 
South Orange York 
youn of Union 
erona 
Wellington Virginia: 
Weehawken Roanoke 
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Personal Mention 


CLARENCE M. Woo :tey, chairman of the board of 
directors of the American Radiator and Standard Sani- 
tary Corp., was on April 30 elected to the board of di- 
rectors of the Johns-Manville Corp., New York City. In 
connection with the rumor that an effort is being made 
to bring about a merger of these two interests, a com- 
plete denial of the contemplation of any such action 
has come from the offices of the American Radiator Co. 


B. A. ScHutTz, vice presi- 
dent of The Central Foundry 
Co., New York City, ten- 
dered his resignation effec- 
tive May 1. This action ter- 
minates an association of 
twenty-seven years with the 
affairs of this concern. Mr. 
Schutz entered the employ of 
the company in 1902, coming 
to its New York office from 

altimore, Md. He remained 

New York until 1915, at 
which time he became at- 
tached to its Chicago office. 





In 1918 he represented the B. A. Schutz 
company in Washington, 
D. C., in connection with war activities, returning to 


Chicago at the close of the war, and in 1919 became 
manager of the Chicago office in charge of the company’s 
affairs in the Middle West. Mr. Schutz was elected 
vice president of The Central Foundry Co. in charge of 
soil pipe sales, and was transferred to New York i 

1924. No statement of his future plans has been made. 
His home is in Forest Hills, Long Island, where he in- 
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tends to rusticate for a short while and will then take a | 


vacation, after which some announcement may 
pected. . 
J. Ritcuie, general the 
Co., Inc., New York City, recently returned from an ex- 
tended trip to the Pacific Coast and Canada, 
which he visited most of the principal cities. 
WILLIAM DEvINE, JR., formerly Thomas Mad- 
dock’s Sons Co., and recently with the R. H. Donnelley 
Chicago, has returned to the plumbing field, and 


Ne- 


head- 


sales manager of Sarco 


of 


Corp., 
w.ll represent the Chicago Pottery Co. in Iowa, 
braska, Kansas, Oklahoma and Missouri, with 
quarters in Missour1. 

manufacturers’ representative at 
Philadelphia, has been appointed 
Foundry Co., Blossburg, Pa., to 
Maryland, Delaware, Dis- 
Jersey. 


MITCHELL Love, 
2410 Chestnut street, 
by the J. P. Ward 
cover Icastern Pennsylvania, 
trict of Columbia and Southern New 

W. S. Basson, 
Consolidated Supply Co., 
new 


vice president and treasurer of the 
Portland, Ore., is heading a 


ment, Inc., 
prominent business men in the city. 


H. E. HursemMan, 
Plumbing and Heating 
1922, has resigned his post. 
which he has been connected with the bureau, 


who has been a member of the 
Industries Bureau staff since 
seven years 1n 


Mr. Hulse- 


During the 


be ex- | 


during | 


civic organization, the Greater Portland Develop- | 
the directors of which are among the more | 


WATTS 


Automatic Pressure Regulator 
With Strainer 





TYPE 23-S 





LAWRE NCE 


“ 


By using the Watts Type 23-S there is never any dan- 
ger from high service water pressure. This Valve and 
Strainer are made of the finest of Bronze and will do 
their work on the iine for years without breakdown 
or trouble. 


Write for our discount sheet showimg the Watts Line of 
Plumbing Specialties 


WATTS REGULATOR COMPANY 


LAWRENCE Established 1874 MASS. 
John G. Kelly, Inc., o— Associates for the United States and Canada’ 
t 45th St... New York, N. 


0 
Philadelphia Representative, 5939 Haverford Ave., 


Geo. E. Kitson Co., 
Philadelphia, Pa 
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Ask the men 


who use them 


Want to hear about better pipe tools? Ask the men who use ARM- 
STRONG BROS.’ You'll hear plenty for these improved tools have 
the qualities that make ‘‘fans’’ out of users—warm friends who like 
to tell of their features. ‘‘Make each job easier,’’ ‘‘Work faster,”’ 
‘*Require less power.’’ Made of better stuff they are stronger though 
lighter, less bulky. They are carefully 
designed and have the same qualities 
that have put other ARMSTRONG Tools 


of the machine shops in 





in over 96% 


the world. 





Auwoy Steet CHASERS an 
WITH BACKED OFF Write today for catalog P-1( 


™% TEETH ¢ 




















\ 


Be ARMSTRONG BROS. TOOL CO. 
“ARMSTRONG Bros” 
. CHICAGO, - sa 


‘‘The Tool Holder People’’ 





323 N. Francisco Ave., CHICAGO, U.S.A 


ARMSTRONG BROS. 
POOOO SOS 
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Heating and ventilating engineers 
everywhere prefer and demand 
‘*Etna’’ Welded Steel Pipe because of 
its proved dependability —the 
pipe that is time tried and time per- 
fected by a century of service to in- 
dustry. 















A rigid, inflexible standard of work- 
manship and askill sharpened by years 
of practice has established ‘‘Etna’”’ 
in the abiding confidence of pipe users 
the world over—a fine pipe worthy of 
America’s finest buildings. 











Specify ‘‘Etna’’ in your orders—it 
pays. 


SPANG, CHALFANT 
& CO.. INC. 


General Offices: 
Clark Building. Pittsburgh, Pa. 


Sales Offices: 
CHICAGO, ILL. NEW YORK, N. Y. ST. LOUIS, MO. 
PITTSBURGH, PA, TULSA, OKLA. LOS ANGELES, CAL, 


Welded Mills: ETNA, PENNA. SHARPSBURG, PENNA, 
Seamless Millis: AMBRIDGE, PENNA. 


TEEL PIPE 


SINCE 1828 


WELDED 
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man has been in charge of membership, financing, cata- 
log standardization, field service, and the classified 
directory of master plumbers and heating contractors. 
In assisting manufacturers and wholesalers in their cata- 
log problems, Mr. Hulseman was impressed with the 
need for a simple, yet practical, removable binder for 
looseleaf catalogs. He developed such a binder and, 
as there seemed to be a real demand for the binder, he 
decided to devote his entire time to its manufacture and 
distribution. 


SAMUEL SMUKLER, for- 
merly a representative of the 
Richardson and Boynton Co. 
in the New Jersey territory, 
has joined the heating sales 
department of the Elizabeth 
Plumbing & Heating Supply 
Co., 28-30 Rahway avenue, 
Elizabeth. Mr. Smukler, a 
likeness of whom is shown 
herewith, will cover’ the 
Northern New Jersey terri- 
tory for the Elizabeth con- 
cern. His many friends in 
the trade will be interested 
to hear of the change. 


Samuel Smukler 


J. H. Maasen has been appointed manager of the soil 
pipe sales department of The Central Foundry Co. Mr. 
Maasen has been a member of the company’s organiza- 
tion for the past 25 years, starting in as office boy and 
working in practically all departments, including opera- 
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tions and selling. For the past ten years he has devoted 
his time to the specialties which the concern manufac- 
tures. This appointment was occasioned by the resig- 
nation of B. A. Schutz. 

CHARLES C. Bonn, with headquarters in Manchester, 
N. H., has been appointed by the Woodward-Wanger 
Co., Philadelphia, Pa., as one of its representatives. Mr. 
Bond will cover Northern Massachusetts, Maine and 
New Hampshire. 

R. S. Artuur, formerly in charge of the Chicago 
office of the Dravo Equipment Co., has been appointed 
manager of the midwestern branch office recently opened 
by the Aeroi! Burner Co., Inc., West New York, N. J., 
at 176 North Wacker Drive, Chicago. 

A. B. Smitu, formerly with Jas. P. Marsh & Co., Chi- 
cago, has been appointed Chicago representative tor the 
New York Air Valve Corp., New York City. A. MAGEE, 
vice president and general manager of the latter com- 
pany, was in Chicago recently calling on the trade with 
Mr. Smith, and also accompanied him to Milwaukee. 

GEORGE ELLiotTtT, Boston branch manager of the Wal- 
worth Co., recently returned from a vacation in Florida. 

A. D. DENNISON, formerly of the Republic Brass Co., 
Cleveland, has been made direct factory representative 
of the Milwaukee Flush Valve Co., in the Metropolitan 
New York district. 

MIcHAEL J. HALPIN has been appointed sales repre- 
sentative for the Northern New Jersey territory by ]}. \. 
Sexauer Mfg. Co., New York City. Mr. Halpin tor- 
merly was vice president of the Crest Mfg. Co. 
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Write us on the coupon at the right. 





THE NEW JOHNSTON CATALOG Shows 
the Way to Greater Sales! 





Your copy of the above catalog awaits your name and address. 


The new Johnston Brothers cat- 
alog is just off the press. It tells 
the whole story about the Johns- 
ton Oil- Burner Boiler. It shows 
how the Johnston: Boiler cuts oil 
fuel costs from 25% to 50%. 
It tells you how the Johnston 
Boiler will help you sell more 
burners, and increase your 
profits. 


JOHNSTON BROTHERS, INC. 
FERRYSBURG, MICHIGAN 





.. .wtate 








118 DOMESTIC ENGINEERING May 18, 1929 








The 261 Fifth Ave. Bldg., 
New York City, where 
plumbing permanence is 
assured with Youngstown 
pipe and electrical wiring is 
protected with Youngstown 
Buckeye Conduit. 
Architect— 
BUCHMAN & KAHN 
General Contractor— 
STARRETT BROS. 
Electrical Contractor— 
J. LIVINGSTONE & Co. 
Supplied thru Graybar Electric 
Company. 
an Contractor— 
Ww. G. CORN 





ELL Co. 
Supplied thru Standard Plumb- 
ing Supply Company. 
Elevator Contractor— 
. B. E ELECTRIC 
ELEVATOR Co. 











A r 
j 2 e on 
a € Fi a 5 
cs > P f # 
% 4 ; ; ; 
j : ; ; 
3 Sa 4 as ; . 
¥ 3 gg, 
- "a Sa Bat ow 7 a J a F 
a ix ; y F 
eo P hi 
‘ : 8 a J ‘7 
nS + err 
_ : f as ss 
, ‘a mg wagete OAR oe “fl 
s le soe . at Ea ee Vg 








oH 
ee 








_ 


+ 8 a8 ane 
. ; 
oa 
= ie 
ACRE 
ca > 
‘ — _— 
* deseo 
~ 7 
» -_ ~~ m ‘ 
~ 
eet ss 
a ; 
ae 
~ieenr 
oe ‘ 
° . 


nT 


mi, eee 
at ind 
= 


if i vopbeh dbf of. | 
F180 elas | a 


% \ 


ie 3 a nl 5 
DISTRICT SALES 


ae Buildings grow old, but the 


gE: IEW ony 
BOSTON —80 Federal St. ° 
BUFFALO—Liberty Bank Bldg 1 e sta & oun " 
CHICAGO—Conway Bldg. p p 
CINCINNATI—Union Trust Bldg. 5 


CLEVELAND— Union Trust Bldg. 
aaa WHEN IT IS YOUNGSTOWN 


DENVER—Continental Oil Bldg. 
DETROIT—Fisher Bldg. 


KANSAS CITY, MO.—Commerce Bldg. OUNGSTOWN PIPE is made to defy time —to insure 


MINNEAPOLIS—Andrus Bldg. f f: ‘li f 
NEW ORLEANS—Hibernia Bldg years Of unfailing performance. 


NEW YORK—30 Church St. 












: 
sl he 
Ee 


he ee 


PHILADELPHIA —Franklin Trust Bldg. Every step in the manufacture of this “pipe of permanence” 
oe —from the selection of the raw ore to the final rigid pressure 
55 New Montgomery St S , ] 4 ° 

egy i test, is closely guarded to insure those extra years of service. 
ous It is this undeviating care in the selection of materials and in 
DI nn grad een their fabrication that has made Youngstown steel pipe the 
scnineieeniamauadeininee choice of thousands of leading plumbing and heating contrac- 

The Youngstown Steel Products Co., tors architects and engineers. 

Dashwood House, Old Broad St., ’ 


London, E. C. England 


THE YOUNGSTOWN SHEET & TUBE COMPANY 


One of the oldest manufacturers of copper-bearing steel, under the 
well-known and established trade name “'Copperoid”’ 


General Offices -YOUNGSTOWN, OHIO 


WOUNGSTOWR 
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Shooting Heating Trouble 


(Continued from Page 59) 


Fenton grinned self consciously and admitted that 
he didn’t. He murmured something about not being 
a heating engineer himself, and that he left all such 
matters to his boss fitter. 

Sam reached into his brief case and brought out a 
handbook containing an abbreviated steam table. 

“Tf more heating men owned, understood, and used 
a set of steam tables, I wouldn’t have nearly so many 
trouble jobs to investigate, and an _ unbelievable 
amount of fuel would be saved each year,” he de- 
clared. Fenton perked up at the mention of fuel 
saving. 

“Look here a minute,” said Sam, closing the book 
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Fig. 7 


around his index finger to mark the location of the 
steam tables, and turning to the plans. “Each unit 
heater is supplied with 80 pounds steam pressure. On 
the outlet of each unit heater you have a combination 
float trap with built-in thermostatic air vent. This 
float trap passes condensed steam from the unit 
heater directly into your return lines.” He indi- 
cated the path of the condensation with his pencil. 

“Your return line is supposed to be at atmospheric 
pressure, and you are allowing condensation from a 
high pressure unit heater to drain directly into it. 
Do you know what happens?” 

He didn't wait for Fenton to answer, but opened 
his hand book to the steam tables. 

“Look. At 80 pounds of pressure, steam condenses 
into water at 324 degrees, And look here. At atmo- 
spheric pressure, water becomes steam at 212 de- 
grees. This means that when you put 324-degree 
water in the return lines it is above the atmospheric 
boiling point, and therefore part of it flashes into 
steam.” 

Sam paused a moment to allow his point to soak 
in, then he continued. 

“Instead of water in your return line, you now 
have it full of steam. You are trying to drain con- 
densation from the office heating system into the 
same return lines, but you actually have more pres- 
sure in the return lines than you have in the office 
supply lines. Is it any wonder you had trouble 
there? You are feeding low pressure into the supply 
end of the radiators and feeding high pressure steam 
into the return end through the radiator traps!” 

Fenton’s eyes brightened as understanding came. 
“Let’s take a look at those steam tables,” he re- 
quested, “I never thought they had much of a 
practical application.” 

Sam passed over the steam tables, and drew up a 
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HREM CEN AZO GEN DCE PRO GEN PROGR A29 IR 


HE new 8S & K 
FIVE ONE FOUR 
Swing Spout Kitchen Sink 
Faucet is a decided advance 
in making the kitchen sink 
neater in appearance and 
more efhcient. 


The FIVE ONE FOUR 
is designed for the “new 
Eight-Inch Back Sinks.”’ 


Write us for 


Sample 


They are well balanced and 
of pleasing design (not 
massive and ornate as 
some others). They are 
exceptionally well made 
and are priced very low. 

You'll want to install 
the S & K FIVE ONE 
FOUR just as much as 


your customers will want 
to buy them. 


and Prices 


STREET & KENT MFG. COMPANY 


1954-64 Clybourn 


CHICAGO 


Avenue, 


HECK PROC POG OCR PROGR PROGR AUG ZK 








IMICO 





UNIONS 





NOTE THE BRASS DISC 


Made of Refined Malleable Iron with Brass 
Seat Inserted in Place by Powerful Pressure 
So That It Cannot Become Detached. 


Approved by Underwriters’ Laboratories. 
ILLINOIS MALLEABLE IRON CO. 


Chicago, III. 
Manufacturers Full Line Iron Pipe Fittings 
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scratch pad and pencil. “Just for fun, let’s see how 
this thing figures out. It will make the situation 
clearer.’ Fenton’s eyes alternated between the 
tables and Sam’s pencil as the figuring process pro- 
gressed. 

“We get steam at 212 degrees in the return line, 
ca ek ge and we have water at 324 degrees, so we have a tem 
«soy ota uneaeitl perature difference of 112 degrees. Now, according 
to the figures on the plans, the total load on the heat- 
ing system is in the neighborhood of 14,000 square feet 
of equivalent direct radiation, which will give ap 
proximately 3,500 pounds of condensation per hour. 

“Since each pound of water will give us one British 


sf 
thermal unit (B.t.u.) per degree, and since we have 


The one thing your customers 112 degrees, we will get a total of 3,500 x 112, or 
want, when buying a pump or 392,000 B.t.u.—which represents the amount of steam 


home water system—is SERV- that will be in the return lines due to re-evaporation. 
ICE—the uninterrupted trou- “Now, every time a pound of water flashes into 
ble-free Service that can be had steam at atmospheric pressure, the steam table shows 
only with the Burks Super that it absorbs 970 B.t.u., so 392,000 divided by 970 
Turbine Pump. will give us 405 pounds of steam per hour by weight, 
And its ability to consistently or roughly, 10,935 cubic feet of steam just due to re- 
render such Service, not only evaporation. 
means greater dollarsand cents “There is a small vent on the condensation pump 
profit per sale—but also the —three-quarter inch, I believe—which would take 
everlasting good will of your care of normal amounts of evaporation nicely, but 
customers. This in turn means when you put 10,935 cubic feet of steam into the 
more business and still greater - ' 
profit. returns every hour, the vent Is helpless, and as a 
result your returns are filled with steam at a pres. 

DECATUR PUMP COMPANY sure of from 10 to 15 pounds. Naturally the pump 

DECATUR, ILLINOIS which is designed to handle water will balk at han 
dling steam, Furthermore, you can’t drain con- 
densation from the office heaters in this return line 
because you have more pressure in the returns than 
you have in the office supply line. The heaters will 
heat backwards, if at all, and are bound to be noisy.” 

“Great stuff!” said Fenton approvingly. Though 
not following all the figures, he got the general idea 
without difficulty, and made a mental vow to buy a 
book of steam tables and figure the thing out for 
himself as soon as Sam left. “Now let’s see if I can 
understand better just what you did when you 
changed the piping around that unit heater.”’ 

“Oh, that,” said Sam, drawing up the section of 
the plan upon which his changes had been marked. 
“IT merely took your return line from the other unit 
heaters and connected it to the supply of this unit 
heater. In this way I am using this unit heater a- 
a condenser to lower the temperature of steam and 
water in the returns. I didn’t want to waste the 
heat, you know, and when it goes through that unit 
heater it will be at a temperature low enough so i! 
won't flash into steam again at atmospheric pressure 
Therefore, your office radiators won’t be fed back 
wards and will heat as they should on two pounds 
pressure without noise. And the pump will be han 
dling water instead of steam, so it will be 0. k. So 
you ll fix everything, still have plenty of heat in th: 
factory, and make an appreciable saving in fuel, 
concluded Sam. 


| 
| 


“You sure know your heating,” said Fenton. 
grasping Sam’s hand heartily as he rose to leave 
“Don’t forget to send in the bill. I'll promise to put 
a large Okay on it, regardless of the amount.” 








“Leave it to me,” flung back Sam over his shoulde: 
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Ahead 


The exclusive Percolator Principle of forced water circulation puts the Geneva Heater a 
long step ahead in the vital matter of water heater efficiency. 


Even when the Geneva is operating on pilot, the water inside the tank is constantly 
circulated over the hot surfaces of the top, bottom, and flue. Furthermore, this is accom- 
plished without the use of coils and spreader units that collect lime and sediment. The 
Geneva method of establishing this forced circulation within the tank, plus complete 
utilization of heat represents an outstanding achievement in water heater design. 


Study these additional Geneva features: 


TANK 

Extra heavy. Fully galvanized inside 
and out after tank is made, insuring 
long life. 


BURNER 

Requires no adjustment. No separate 
pilot to cause trouble. Non-clogging 
and non-corroding. No back-firing. 


THERMOSTAT 

Simple and positive in operation— 
trouble-proof. Housewife moves lever 
to make water heat more quickly if 
needed. 


INSULATION 

Genuine air-cell asbestos. Embraces 
features of both asbestos and dead air 
space, insulation. 





Geneva 


Automatic Storage 


HOT TOP 

Hot gases that are ordinarily wasted 
are used to heat and keep hot the 
water at the top of the tank. 


MATERIAL 

The finest of material is used through- 
out. Water comes in contact only with 
galvanized metal and brass. 


WORKMANSHIP 


The Geneva is built to give years of 
economical care-free service. You won't 
be bothered with service calls from 
Genevas. 





FINISH 

Galvanized jacket is finished in 
Geneva Grey chip-proof baked enamel. 
Trimmings glossy black, metal fittings 
nickel plated. 


SAFETY SHUT-OFF 
Furnished when desired $10 extra 
less our liberal discounts to plumbers. 


GUARANTEE 
An absolute guarantee of satisfaction 
goes with every Geneva Heater. 


PRICE 

23-gallon capacity—-$60.00, 33-gallon 
capacity—$75.00, less unusually gener- 
ous discounts. 
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Hot gases, represented by dotted line, play on 
bottom of tank, travel up the flue, across top of 
tank, around Heat Deflector and back to vent. 
The water between flue and Percolator Tube is 
quickly heated and forced to top of tank. Thus 
water is constantly being forced over hot surfaces. 





WATER HEATER 
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The Geneva Extra-Profit plan! GENEVA HEATER COMPANY 

, : [ Geneva, Illinois | 
gives you an easier water heater j 
to sell and a bigger profit on saevesunanenns | 
B P ; | I am interested in the New Geneva Water Heater. 

every heater. Send for details of | Please send full information without obligation on 
this plan and complete informa- | my part. 
tion on Geneva Heaters. | 

l Ne a ie a ok in ee ek diane ie ae ee } 

[ at a Ee a ei gre hw ib ad OO | 

Manufactured by 

ag ni omar I 

GENEVA HEATER COMPANY Gh 2 6 <0nceesbaenex drs I a kieran 
Geneva, Illinois ht aan RNR A PASEO OETA SOT J 
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Original — Genuine 
Sylphon Temperature Regulators, Pressure Regulators 

and Expansion Joints are in almost universal use, in 
pi 3 of buildings, in nearly all industrial plants, in 
great power plants, and in the homes of the people. 


The Fulton Sylphon Company, Desk D Knoxville, Tenn., U.S. A. 





> WATER-‘HEATER 


ROSENE HEATERS— 
ICK BURNER TYPE 


Quadruple coils of copper and the 
patented Kerogas Burner (Hot- 
stream is the only Water Heater 
licensed to use it) imsure the 
greatest efficiency. 

Lights instantly at the touch of a match 
—is noiseless, sootliess and extremely 
economical. 


Made in 3 sizes — write for complete information. 


THE HOTSTREAM HEATER COMPANY 
Richmond Rd, “Makers of Heaters thai Heat” Cleveland, Ohie 
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Whale-bone-ite Seat stands 
public toilet abuse ... . 


The Whale-bone-ite Seat and _ steel 
hinge molded integral with seat form an 
unbreakable unit. Seat is molded around 
laminated core of alternating-grain layers 
of hardwood. Proof against warping, 
cracking, splitting. Guaranteed for life 
of building. Costs no more. Ends re- 
placement expense. Made by The 
Brunswick-Balke-Collender Co., Chicago. 


‘Baonswice) 
WHALE-BONE-ITE 


TOILET SEATS 


@ 
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Meet the growing demands of the AUTO- 
MATIC AGE by selling the Jewelt Temper- 
ature Regulator, first necessity of automatic 
heating. For every heating plant-—old or 
new. Send for the Jewell book today. 








Minneapolis-Honeywell Regulator Co. 
Executive Offices: 2801 Fourth Ave. So., Minneapolis 
Factories: Minneapolis, Minn., and Wabash, Ind. 
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TEMPERATURE REGULATOR 
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A Remodeling Job 


(Continued from Page 78) 


cisms that we have to make are just about the same 
as those made for Figs. 2 and 3. 

The venting of several of the top floor fixtures is 
unnecessary, as we have previously explained. 

In a number of instances, as we also have ex- 
plained previously, a saving in cost could be made 
by giving pairs of fixtures a unit vent. 

A saving also could be made by discharging the 





Fig. 8 


refrigerators and drinking fountains into the same 
stack. 

The soda fountain sink should be trapped. We 
do not know whether or not the two lines of water 
closets are supposed to be circuit vented. If they 
are, the additional vent in the center of the line of 
fixtures would be unnecessary on so short a line of 
fixtures. If circuit venting is not intended, then 
each individual water closet should have a separate 
2-inch vent. 

We note that in two instances water closet vents 
run out horizontally with a 90-degree bend. This is 
not considered good practice, as it forms a pocket 
for the accumulation of scale and rust. The vent 
should pitch downward so that it will drain. 

It is O. K. to discharge a condensing tank into the 
house sewer, but the water discharged should be 
cool enough to warrant connecting into the house 
drain. 


From Boston, Mass.: 


Fig. 5—As with several other drawings, some of 
the fixtures on the top floor, that are close to their 
stacks, do not require venting. We refer to the dis- 
cussion of preceding drawings. In this drawing both 
top floor water closets are unnecessarily vented. It 
is not unsanitary to vent these fixtures, but it does 
represent unnecessary cost for material and labor. 

The third floor water closet on stack D should 
be vented. 
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DUTCH BOY 
SOLDER 


When you buy Dutch Boy 
Solder, you can be sure 
of getting the same com- 
position each time. Every 
bar, every ingot, is num- 
bered to denote its grade. 
For example, Dutch Boy 
No. 111 is a guaranteed 
“half and half” (50% tin 
and 50% lead). There’s 
a composition in the line 
for every soldering pur- 
pose including No. 888 
for wiping. 
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The National Lead ‘name and the 
Dutch Boy trade-mark stamped on 
lead pipe are also a guarantee of 


high quality. 


NDORSED with the National Lead 

name and the Dutch Boy trade-mark— 
here’s lead pipe that you can always 
identify. 

Even short lengths of National Lead 
pipe can now be recognized. The stamped 
in name and trade-mark appear every few 
inches. They are your unmistakable assur- 
ance of proper wall thickness, correct 
weight per foot, and high quality. 

The longest-lasting plumbing jobs have 
always been lead pipe jobs. Now, with 


Our aSsurafice 


of full-weight pipe 








this trade-marked pipe, you can be surer 
than ever of doing work that is trouble- 
free. Lead pipe never rusts, never clogs 
with rust-scale. You can use smaller pipe, 
and still insure a permanent, adequate 
water supply. 

Lead pipe is flexible. In installing, you 
can string it like wire, and make bends 
without the use of elbows. It comes in any 
length you need... requires few joints 
to complete an installation. 

When you want to do a job that won't 
develop leaks or trouble... urge your 
customers to install lead pipe! 

National Lead Company: New York, Baltimore, Buffalo, 
Chicago, Cincinnati, Cleveland, St. Louis; National-Boston 
Lead Co., Boston; Georgia Lead Co., Atlanta; Gibson & 


Price Co., Cleveland; National Lead & Oil Co. of Pa., 
Pittsburgh; John T. Lewis & Bros. Co., Philadelphia 
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STYLE 8875 CUTTING ATTACHMENT 
FOR STYLE 8800 WELDING TORCH 


A cutting attachment for Style 
Torch handle which makes a ©° 
torch unit, of equal efficiency wit 
cutting torch for cutting light and medium thick- 
nesses, With a range of cutting 
This attachment has the same ty 


sure valve and 





















which would call for a combination cut i 
welding torch. Torch head may be either 75 


or 90° angle, | 
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| COMBINATION OUTFIT NO. 888% 
| A combination welding and cutting outfit, 
comprising Style 8300 welding torch with five 


—— 





| welding tips sizes 1 to 5, or 6 to 10, and a cutting 
| attachment for the welding torch handle, with Combination assembled as a Cutting Torch. 
| three oxyacetylene cutting tips, sizes 2, 3, , | ‘ | 
Style 8800 Welding Torch with tips, Style | * PRICES 
g875 Cutting Attachment with tips, Style 8206 | | 
Oxygen Regulator in¢ ‘Style 8202 Acetylene = 8879 Attachment, 75° head, tips 2, 3 41750 
| Regulator, each with high and low pressure | ga00 Attachment 90° head, tips 2 3,4 17.50 | 
| gauges, two 12% ft. lengths of corrugated 5/ 16” | - ‘ — a—mea€ 
I. D. hose, Wrenches, Sparklighter, Goggles and gg00 Welding Torch, tips 1 to a 
Instruction Book, as illustrated. | 9300 Welding Torch, tips 6 to 10 —-—~~ 25.00 | 
PRICE | 3300 Welding Torch, tips 1 to 10, 2 | 
No. 8888 Outht, welding tips 1 to 5 f aise ——————_——— —— — 37.00 
cutting tips 2 to 4 ( $89.50 
8 “4 
| | Eo 
Pipe Installations ses the littl 
e 16 page catalog illustrated. 


oxyacetylene welded 
— in ae ao orn ~ aT 
uildi r large is as easil ied i 
ings down to small residences. ready elhnantag 7 your pocket, for 
, as it is kept in your 
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AIR REDUCTION SALES COMPANY 
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ing Supplies 
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Doubtless it is intended to connect the condensing 
tank into the house sewer, but it would be consid- 
ered satisfactory, under most codes, to discharge 
into the house drain. 

There is some confusion in connection with the 
discharge of the drinking fountains into the refrig- 
erator stack. It is O. K. to discharge the drinking 
fountains into the refrigerator stack, but if this is 





Fig. 9 


done it should be according to the method shown 


in Fig, 8, that is, the fountain traps should not be | 


vented. 

It is perfectly correct to vent drinking fountain 
traps when they are direct-connected, as shown in de- 
tail in Figs. 6 and 7, but not on an indirect connec- 
tion. 


Point Pleasant, N. J.: 

Fig. 6.—Here again we find unnecessary venting 
of some of the top-floor fixtures, and the matter of 
using unit vents also arises. In both cases we can 
save space by referring to the previous discuSsion, 
also concerning the use of a 90-degree bend at the 
bottom of a water closet vent. 

The bathtubs appear to have crown vents. 

We do not know whether it is intended to vent 
the condensing tank, but this should be done, and 
the vent should be carried separately through the 
roof, with no other vent entering it. If other vents 
were to be connected into it, there would be danger 
that steam would pass from the tank, through these 
branch vents. 


From Oakland, Calif.: 

Fig. 7.—Please refer to discussion of previous 
drawings, relative to the uselessness of venting some 
of the top floor fixtures. 

It appears to us that more vertical piping is used 
in the venting than is actually necessary. On stack 
D, vent for the second floor is carried to the floor 
above, likewise the vent for third floor fixtures. Why 
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LOW TEMPERATURES 








In making Midland All Lead One-Piece Roof 
Flashings, low temperatures are always used. 
No pressure is brought upon the pure virgin lead 
at any time during the process and the result is 
a flashing which is always pliable, easily and 
tightly installed, permanent and leak-proof. 


Look for the yellow label and the 
Midland name on every flashing 


MIDLAND METAL beeen COMPANY 
Kansas City, Mo. “Newark, N. J. 


*Newark plant manufactures roof flashings onl, 


{ BEWARE OF IMITAT 1 the 
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“MIDLAND 641 bM9 ROOF FLASHING 
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No. 10 Radiator Trap 


The name ‘‘McALEAR”’ stands for 
Vapor Specialities which assure 
ne Satisfaction. - 

MeAlear Radiator Traps are 
simple in design, handle 
large quantities of condensa- 
tion, and won’t pass steam. 
Guaranteed for five years. 
McAlear “*Triple Duty” 
Automatic Air Valve quickly 
discharges air from steam 
mains on gravity or vapor 
systems, close against steam 
or water, and equipped with 
aluminum ball check. 

Try them and you too will 
agree they have no superior. 























LEAR MFG: Cl 


— South "a ae Avenue 
CHICAGO, ILLINOIS 


OFFICES IN PRINCIPAL CITIES 
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That YOUR BUSINESS may 
enjoy NEWand GREATER 
PROSPERITY + an unsurpassed 





E -a virile SELLING PLAN 


National Super-Smokeless 
Boiler 


Specifically designed for the ef- 
ficient and smokeless combus- 
tion of all grades of fuel. Distin- 
guished for its swirling scarlet 
flame, and balanced secondary 


National Jacketed Boiler 
No. 4 Series 


Brings a new conception of what 
a boiler can offer in outstanding 
attractiveness, fuel-saving effi- 
ciency, and upstanding service; 
a striking and colorful jacket, 





National Jacketed Gas 
Boiler No. 1 


Cleanliness, convenience, accu- 
rate maintenance of any desired 
degree of warmth—are the con- 
tributions of this strikingly at- 
tractive, highly efficient boiler. 


Aero Radiation 


Aero Radiators pioneered the 
way to new heating efficiency, 
were the first to supply beauty 
for every setting and utility for 
every heating purpose. 








National Novus Boilers 
These businesslike, dependable, 
effective boilers have for 18 years 
been demonstrating their worth 
in all types of applications, all 
over the country. 





air supply. 








National Round Boiler 
In residential and smal! build- 
ing heating, its staggered fire 
travel leads straighttoefficiency, 
economy, and complete and per- 
manent user satisfaction. 





and contrasting trim. 
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Nationai Contento Boiler 
Furnishes the old house, the 
small house, or the house with- 
out a basement with radiator 
heat, at almost the price of coal 
stoves. 
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National Low Water Line 
Boiler 


National Gothic Hot Water 
Supply Boiler 

Provides a constant, unfailing 

supply of hot water for home 

and small apartment use, at an 

extremely low fuel cost. 


Where lack of head room is the 
problem, this boiler is always 
the hest, often the only, solu- 
tion; highly efficient. 
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Made-to-Measure « the 

NEW VOGUE in HEATING 
backed by NATIONALS big 
SALES PROMOTION PLAN 


1. National Bonded Boilers— 4. National Heating Specialist’s Sign 
A Surety Performance Bond with Beautiful, outdoor swinging metal 
every National Boiler. sign with ornamental bracket. A real 

business producer. 








2. National Protective Payment Plan 
Exclusive and revolutionary—a par- 
tial payment plan backed by a joint 
life, permanent disability and fire 





5. Direct Mail Campaign— 
Illustrated Letters bearing Heating 
Contractor’s personal imprint. 


insurance policy. “AUTHORIZED 
6. Attractive Booklets, Catalogs and SPECIALIST f= 
Folders— Sara PRE Pig 
3. National Heating Guide— Done in the modern manner. 


Blue Book of the Industry—chock 

full of pertinent facts, tables and in- 

formative data—a real handbook for 7. Striking Outdoor and Indoor 
the industry. Poster Signs 








8. Cooperative Newspaper Cam- 








paigns— 
Designed to produce local business 
= YOUR NAME HERE for National Heating Specialists. 
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— (Copyright 1929—National Radiator Corporation) 














National Radiator Corporation, 
55 West 42nd Street, New York, N.Y. 


Of course I’m interested—send mea 


merchandising book. 














NATIONAL RADIATOR CORPORATION 


Executive Offices: 55 West 42nd Street, NEW YORK, N. Y. 
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—=NIEDECKEN=— 
SHOWER STALLS 


PATENTED 


A LEAK PROOF FIXTURE 
Complete With Niedecken Shower 


HAVING THE EASY CLEAN SHOWER HEAD 











The walls are made of a continuous sheet 
of l4-inch copper bearing steel which 
with the riser are welded to the bottom. 
After installation the stall must be fin- 
ished with water-proof enamel paint. 


DETAILS OF CONSTRUCTION 
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a 98% oa + 37 
3° 4P STEEL FLANCE 7 
WELDED TO STALL 
BRASS SLEEVE 
BORED 2Z° 






BOoOvTOM 
O/SHED 


} 


~ 45) 00 e/sen—~ 





WELD TO SEAL 
BOTTOM OF STALL 








Write for Bulletin,D. 10X. 


HOFFMANN & BILLINGS MFG.Co. 


mMitliwaAa wun € €. uu. Ss. A. 
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not connect these vents into the main vent on their 
own floor? 

The vent for the slop sink, stack B, should rise 
above the fixture. 

We believe the job would be shown more syste- 
matically installed, if stacks A, B and D had main 
vent stacks, with branch vents coming into them at 
each floor. 

We do not understand the two vents for the con- 
densing tank. One is sufficient, and should be car- 
ried through the roof, or otherwise to the outside at- 
mosphere. 


From So. Boston, Mass.: 


Fig. 8—Please refer to discussion early in this 
article, pointing out the fact that several of the top 
floor fixtures do not require venting. 

Two second floor water closets on stack D should 
be vented, 

If a vented drainage fitting were used on the sec- 
ond floor, stack B, only one water closet vent would 
be required for the necessary venting of both water 
closets. 

The loop vent for the line of urinals on the third 
floor, should be taken off between the last two fix- 
tures on the line, same as for the lines of water 
closets on the three floors below. 


From Paterson, N. J.: 

Fig. 9—This drawing is very well done. The 
bathtub on the top floor, stack B, does not require 
venting. 

The water closets on the second and third floors, 
stack D, should be vented. If, however, the lavatory 
connection next to the fixture in each of these cases, 
were of 2-inch diameter pipe, that would be consid- 
ered a vent, and very likely that is what is intended, 
although no size is shown. 

We notice several wet vents, and these in our 
opinion are satisfactory. 

There is a liberal use of cleanouts, especially on 
the soda fountain waste, and in the latter case it is 
a wise thing, for such wastes are very likely to 
clog up. 

This has proved a collection of drawings that have 
been well thought out. Most of the errors found 
have not been of a serious nature. 

© 
Renovate Association Offices 

The board of trustees of the Salt Lake City, Utah, 
Association of Sanitary and Heating Engineers, con- 
sisting of Will Rees, Joseph F. Carthey and Peter P. 
Erskine, was given a vote of thanks by the organization 
for the satisfactory manner in which it had carried out 
the renovating and redecorating of the association suite 
in the Hooper building. 

President Parley G. James presided at the meeting, 
which was held on May 2, and attended by representa- 
tives of twenty-five firms. The next meeting will be 
preceded by a dinner in the association rooms, and will 
be under the direction of a committee composed of 
George Whitely and Mr. Carthey. The former is vice 
president and the latter a member of the board of gov- 
ernors of the organization. 
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‘The TRADE 


NEWS FOR PLUMBING AND HEATING CONTRACTORS 








[ California Makes Elaborate Convention Plans 

The California State Association of Merchant Plumb- 
ers has made elaborate preparations for its twenty- 
eighth annual convention, to be held May 20 to 24, at 
the Hotel Virginia, Long Beach. ‘The association re- 
cently mailed its program to members, and each re- 
ceived a 64-page booklet, with the cover in four colors. 
The program carries photographs of the officers of the 
association, the officers of the Long Beach association, 
of the San Pedro-Wilmington association, the conven- 
tion committee and photos of the officers and members 
of the Long Beach auxiliary. 

On Monday, May 20, the convention will be officially 
started, and from that time on there will be something 
doing all of the time. Three days are to be devoted to 
the business sessions. 

Entertainment features for the convention are of the 
most elaborate kind, and promise to make the delegates 
and guests remember the affair for a long time to come. 
()n the first evening of the convention, guests will meet 
at the hotel and go in a body to The Pike, Long Beach’s 
amusement center, where tickets for the concessions 
will be furnished. F. L. Williams is in charge of the 
evening’s entertainment. 1. E. Remy is in charge of 
the card party to be held Tuesday evening, and plans 
have been made to award twenty prizes each for mem- 
bers and their ladies, and five prizes each for guests 
and their ladies. On Wednesday evening the annual 
hall of the association will be held at the hotel, under 
the chairmanship of J. D. Therieau. Between dinner 
and the dance, a committee headed by I. W. Greene 


has prepared a musical program, and arrangements 
have been made to have the program broadcast over 
radio station KFOX at 8 p. m., Pacific Coast time. 
Claude Hickman is chairman of the committee which 
has charge of the Catalina Island trip, which will be 
held Thursday, May 23, and will take the entire day. 
On Friday, the association will hold a golf tournament 
and barbecue at the Royal Palms Golf and Country 
Club, and Van Hickman is in charge of the arrange- 
ments. 

Plans have also been made for the entertainment of 
the ladies at the convention. In the printed program, 
after the program itself, several letters from men promi 
nent in the trade, both in California and in other sec- 
tions, are published. 

¢ 
Make Plans for Kentucky Convention 


Monday, May 20, will be the day on which the first 
session of the forty-fifth annual convention of the Ken 
tucky State Association of Master Plumbers will be 
called to order by President EK. D. Hannan of Paducah. 
The convention is to be held in Louisville, and head- 
quarters will be maintained at the Brown Hotel. 

The opening session will include addresses of wel- 
come, responses, a vocal solo and announcements con- 
cerning the convention. The Tuesday’s program includes 
the president’s report, committee reports, secretary's re 
port, financial report, committee appointments, report 
of the Joint Sanitary Board, and talks by members on 
the subject of bettering conditions and protecting the 


industry. A representative of the National Association 


Schenectady. N.Y.. Showroom Produces Business 








A T THE left is shown a pho 
- tograph taken from the in 
side of the store of P. T. Watson 
of Schenectady, N.Y. The lett 
of the picture shows Mr. Wat 
son’s window display, which, in 
the relatively short time he has 
maintained it, has been produc- 
tive of a good volume of non 


competitive business. The store 





is in a residential section of the 
city, and has proved itself of 
value to Mr. Watson because of 


its location. 
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of Master Plumbers will talk on Wednesday on the sub- 
ject of “The Necessity and Principles of Associations.” 
Closer relations between manufacturers, jobbers and 
master plumbers will be the subject of talks by repre- 
sentatives of the Plumbing and Heating Industries Bu- 
reau and Domestic ENGINEERING. The Wednesday 
afternoon session will be featured by the regular order 
of business, including the election of officers. 

On the evening of the first day, the delegates will be 
entertained by a theater party, and the anuual ball will 
be held at the hotel. On Tuesday, the ladies in attend- 
ance at the convention are to take a trip to the “Old 
Kentucky Home,” and on Wednesday, members of the 
Louisville auxiliary are to assist in shopping and sight- 
seeing trips. 

* 
Philadelphians to Motor to State Convention 


A motor bus trip has been arranged by the Master 
Plumbers’ Association of Philadelphia for those of its 
members who are planning to attend the Pennsylvania 
state convention on May 21 and 22 at Pittsburgh. Busses 
are scheduled to leave Broad and Locust streets, Phila- 
delphia, at 7:30 a. m. May 20, follow the Lincoln High- 
way through Bryn Mawr, Wayne, Berwyn, Lancaster, 
York and then to Gettysburg, where luncheon will be 
served at the Hotel Gettysburg. The route then takes 
the party through the picturesque mountains of the state 
to Jennerstown, where dinner will be served. From this 
point the party proceeds to Pittsburgh, arriving about 11 
p.m. The return trip, leaving Pittsburgh at 9 a. m., 
May 23, has been routed over the William Penn High- 
way. The first stop is for lunch at Holidaysburg, after 
which the party will proceed to Harrisburg, where din- 
ner will be served at the Peun-Harris Hotel. The dele- 
gates will arrive in Philadelphia in the late evening after 
a drive through Lebanon, Ephrata, and the Chester val- 
ley. George M. Hicks is chairman of the committee on 
arrangements; Harry L. Stillwell, secretary, and M. J. 
l‘eeney, treasurer. 

® 
Master Plumber Elected Mayor 


Fred J. Strack, running 
on a Citizens Party ticket, 
was elected Mayor of 
Goshen, N. Y., recently. 
Mr. Strack has been in the 
plumbing and __ heating 
business for thirty-four 
years, and is well known in 
the trade. 

He was chief of the fire 
department for ten years of 
that time and a_ village 
trustee for five years. His 
majority over the former 
mayor on a Fusion Party 
platform was impressive. Fred J. Strack 
¢ 
New Jersey Convention Plans Complete 


Plans are complete for the twenty-eighth annual con- 
vention of the New Jersey State Association of Master 
Plumbers, to be held at the Winfield Scott Hotel, Eliza- 





beth, on May 21 and 22. Below is the two-day pro- 
gram arranged by the convention committee of the 
association, composed of the following: Walter A. 
Grub of Newark, chairman; Edward B. Moore, secre- 
tary; William N. Chesnut of Montclair, August C. 
Krieger of Union City, A. F. Berg of Orange, Charles 
S. Loveman of Neptune, James O. Lewis of Newark, 
Charles J. Samuel of Montclair, James Ek. Desmond of 
Elizabeth, George H. Werner of Orange, William G. 
Royer of Trenton, Charles Werner of Jersey City, and 
(seorge McVoy of Plainfield. 

The following is the program arranged for the con- 
vention: 


TUESDAY, MAY 21 
Morning Session 

Convention called to order at 9:00 a. m. 

Welcome by state president, William N. Chesnut. 

Invocation, Rev. Father Thomas F. Canty. 

Address of welcome to Elizabeth, Mayor John F. Kenah. 

Address, Rev. W. G. Felmeth., 

Welcome to delegates, J. W. Frank, president, Master 
Plumbers’, Steamfitters & Sheet Metal Workers’ Association 
of BKlizabeth. 

Address, “The Future of Our Industry,” John J. Shanahan, 
director, National Association of Master Plumbers. 

Welcome to past presidents, William N. Chesnut, president, 
New Jersey State Association of Master Plumbers. 

Silent prayer for those of our members who have been 
called to the Great Beyond since our last convention. 

teport of entertainment committee. 

Reading of call for convention. 

Calling of roll. 

Appointment of committees. 

Reading of communications. 

Moving picture of the 1928 convention, “Domestic Engineer- 
ing.” 

Official photograph. 

Recess. 





Afternoon Session 
Convention reconvenes at 2:00 p. m. 
Report of president, William N. Chesnut. 
Report of state secretary, Charles J. Samuel. 
Report of state treasurer, George H. Werner. 
Report of credentials committee. 
teport of delegate to national convention, James E, Des 


mond, 
resenting of resolutions. 
Report of state field secretary, Edward B. Moore. 


teport of officers. 

Report of standing committees. 

Address, John C. Keene, Plumbing and Heating Industries 
Bureau. 

Announcement of dance and entertainment, Tuesday eve- | 


ning, in ballroom, Winfield Scott Hotel. 

Recess. 

WEDNESDAY, MAY 22 
Morning Session 

Convention reconvenes at 9:00 a. m. 

Report of credentials committee. 

Report of resolutions committee. 

Official roll call. 

Essay committee. 

Address, “Credit Protection,’ Samuel Ardron, Jr., comp 
troller, National Association of Credit Men. 

Unfinished business. 

New business. 

Address, “Co-operation,” B. Joseph O’Donnell, field service 
division, Plumbing and Heating Industries Bureau. 

Recess. 

Afternoon Session 

Convention reconvenes at 2:00 p. m. 

Klection of delegates to national convention at Buffalo 
N. Y. 

Discharge of committees. 

Address, Russell G. Creviston, general manager, Plumbing 
and Heating Industries Bureau. 

Election of officers. 

Selection of place for holding the 1930 convention. 

Adjournment, 

Banquet at 7:00 o'clock, ballroom, Winfield Scott Hotel. 
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A Drain in a Cornice. 
Who Would Have Thought It?) Or in an Urn? 
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WO Josam drains in the cornice of the central 
window. I wo in the urns. One in the balcony. Why ? 
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To combat Time and the elements. To prevent dis- 
colored and streaky walls. To ward off the damage 
of seepage and dripping water. To preserve charm 
and beauty. 
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Because the Allen Memorial Medical Library is 
protected against deterioration, because Josam 
drains are placed at every vital point, this building 
will keep its fine beauty and dignity far, far into 
the years. 


Installations like the Allen 
Memorial Medical Library 
have won for Josam engi- 
neering not only the confi- 
dence of every architect, 
but also the respect of the 
entire building industry. 










~ | 
Zpree LINING 
IN ROLLOWED SPACE 


SIS DRAIN 
(ALL. Brass) 





Installing Josam drains on 
regular or special jobs en- 
hances a plumber's reputa- 
tion because he associates 
himself with the acknowl- 
edged leading drain manu- 
facturer. 







Stone View 


— Deaw Lint Turu 
DORING iN URN 








Si 


Detail showing 
method of install- 
ing Josam drain 
in urn. 








Catalog’ ‘G"' recently issued, 
shows the adaptability of 
Josam drains, recommends hundreds of uses, gives 
complete information. The Josam Roughing-in 
Dimension Booklet contains dimension drawings 
with complete tables of sizes and weights of every 
product in the Josam line. Write for both copies 
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4904 Euclid Building 



































/ The Allen Memorial Library, Cleveland. Walker 
Cleveland, Ohio : & Weeks, Architects—Cleveland. Smith & Oby 
Lei Company, Plumbers—Cleveland. 
Factory: Cate Sony) 
Michigan City | + E 
Indiana | rt) oe 
| 
aaa —_— # 
Branches | | i 
i oe —s ' 
in : . 
° ° Detail of cornice 
Principal showing method of 
Cities installing Josam 





drains. 





Se ing The Josam Line Includes: 
¥, ~) Josam Products are sold by all Plumb- Josam Drains, Josam-Marsh Grease, Plaster and Hair Interceptors, 
. ° Josam Swimm ool Ec ment, Jos J Se i shec 
yp ing an d Heatin g Su pp ly Jobbers Valves, Josam ‘Open Seat Back Water Sewer. Valves ‘and Jeoums 


Closet Fittings and Bends with Test Caps. 








132 ! DOMESTIC ENGINEERING May 18, 1929 


ee 


16 ahove Z@EPO? 4 fierce 


northwest wind blowing. Building under 
construction — workmen constantly entering and 


leaving. Yet TRIPLE DUTY gave normal heating 


despite all these conditions.” —FROM AN ACTUAL LETTER 


Toronto, Ontario 
January 7, 1929 
TRIPLE DUTY BOILER CO., 
Detroit, Mich. 


GENTLEMEN: 
We installed a W 1D Boiler with water supply, 
etce., in Mr. W.S. Jury’s new home here. It 
has been fired with coal and now has an oil 
burner attached. It is not covered yet and the 
house is under construction with false doors. 
Workmen are constantly entering and leaving 
the building, leaving the doors more or less 
open and we figure that at least 100% more air 
change goes on than under normal conditions. 


7 + + 


There is a 52-gallon tank attached to this boiler 
for domestic water supply and 1000 sq. ft. of 
actual water radiation connected up to it. The 
baffles are arranged for coal as Mr. Jury has not 
had time to put in the fire brick baffling for oil 
burning. Now this boiler has carried this load 
without the slightest trouble, both with coal 
and oil. 








We started the boiler with the oil burner and in 
% hour the water was up to 160 degrees and 
the burner then shut off. The temperature 
was 16 degrees above zero with a fierce north- 
west wind blowing. This dwelling has no pro- 
tection as itis right out in a big new subdivision 
with no buildings near it. Today Mr. Jury 
arrived at 8 o’clock, the water was at 100 
degrees as oil burner had been turned off 
Sunday night at 10:30 p.m. and a small coal 
fire placed on the garbage grates in the front 
combustion chamber to hold over. The oil 
burner was started and in 20 minutes the 
water was at 180 degrees. The burner was 
then shut off and the front chamber filled 
with shavings and when I got there at 11:00 
the temperature on the first floor was 68 
degrees and the water at the boiler was 
160 degrees. This despite the wind, the cold 
and the construction conditions; if the The steel water tube construction and 
house had been completed and occupied, these long flue travel of Triple Duty make it an 


figures would have been about 72 and 180 . . . . Ton 2 . 
™/, ° ideal oil or gas burning boiler. Universit, 
We think your boiler, judging from the & & U - 











wonderful results we have secured with it. tests show efficiency in excess of 75%. 
is considerably under-rated as to efficiency . 43 oe. 
ahah tient Ekman edema aaeeaeiemmann, The double combustion chamber permits 
radiation than you claim for it. the use of coal, oil or gas fuel singly or in 


combination, the change from one fuel 
to another can be accomplished with- 
out major mechanical adjustments. 


VALUABLE TERRITORIES OPEN 


TRIPLE DUTY BOILERS are sold through established 
channels to the heating trade. TRIPLE DUTY agents 
are now active in nearly 100 leading cities of United States 
and Canada. Valuable territories are still open—offering 


a highly profitable opportunity to live, experienced heat- e R | | Pp i K fe T Y 
ing specialty men. Write for details. 
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The built-in hot-water supply system of the 
Triple Duty eliminates the separate hot water 
system which all too often operates inefficiently. 
Lower priced fuel—more efficiently burned—thus 
reduces hot water expense to a mere fraction of 
the usual cost. Ample quantities are available 
during both winter and summer operation, 
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INCINERATE 
A PROFIT 


AT 














Triple Duty eliminates both the installation and 
operating expense of a separate incinerator. It 
incinerates by the scientific method of de- 
hydration. The heat generated by the burning 
refuse is used by the boiler—no gas fuel expense 
is incurred and incineration actually performed 
at a profit. 


BormLeER COMPAN Y. 2005-7 Fisher Bldg., Detroit 
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PROFIT 
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No. 1210 


In the final analysis, profit is, of course, the 
thing you are in business for and any product 
that appeals to you in low price is bound to 
be a temptation to you because, naturally, 
low price to you has a promise of bigger 
profit. 


But this is not always true. In brass goods, 
particularly, it never has been and never can 
be true. 


Low price in brass goods means just one thing: 
cheapness and grief. It is far better, far safer 
and far more profitable in the long run to 
install brass goods which have a reputation 
for serviceability. 


That is what you get in American Plumbing 
Fixtures—and you never have to pay a high 
price, either. 

Let your jobber tell you about American 


Brass Goods—ask him to show you samples 
of the line—you Il be agreeably surprised. 













The American Bath 
Fixture shown at 
right, is one of the 
leading American 
items. 


These fixtures are 
furnished assembled. 


No. 1010, 





American Sanitary 


Mfg. Co. 
Abingdon « « Illinois 
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Western New York Chapter Holds Meeting 


One of the most successful and interesting meetings 
of the Western New York Chapter, A. S. H. V. E., 
in years was held recently at the Elks’ Club, Buffalo. 
Sixty-five members and guests were at hand, and gave 
close attention to the talks and entertainment, which 
lasted until nearly midnight. 


The meeting was called to order by President O. K. 
Dyer, who spoke briefly in regard to the summer meet- 
ing of the national society to be held at Bigwin Inn, 
Ontario, June 26 to 28. President Dyer appointed Cecil 
l‘arrar to head a committee to foster interest and get 
out a large delegation for the meeting. Joseph Davis, 
chairman of the entertainment committee, reported on 
the activities and plans for the year. W. G. Fraser an- 
nounced dates for the next golf meet of the New York 
Trade Golf Association. 

M. F. Rather, manager of the Cleveland branch of 
the Johnson Service Co., talked on “Modern Applica- 
tions of Automatic Temperature Regulation and Hu- 
midity Control.” Mr. Rather illustrated his talk with 
stereopticon slides made up of pictures of various types 
of apparatus, and pictures of actual installations of tem- 
perature regulation equipment in divers types of build- 
ings. He also showed charts depicting the saving in 
steam consumption due to use of automatic heat con- 
trol. 

Slides illustrating the correct use of thermostats in 
connection with steam blast systems, warm air furnace 
systems, combination split systems and unit systems of 
heating and ventilating were shown. 

Slides were shown illustrating the method of control 
used in connection with all.the different types of unit 














Top row: George F. Jackson of Jacksonville, E. K. Scott of 

Marshall, A. Robertson of Jacksonville. Middle row: Mrs. 

and Mr. Fred Joyce of Lubbock. Bottom row: Zack McCrady 

of Amarillo and M, 0. Moore of Wichita Falls. Photos taken 

at recent annual convention of Associated Master Plumbers 
of Texas 
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MYERS WATER SYSTEMS 


For Homes, Farms, Public 
or Private Institutions. 


Small capacity, hand operated systems for shallow or 
deep wells and cisterns, medium and large capacity 
outfits for operation by engine or motor, auto- 
matically controlled electric house pumps and 
direct water systems that do not require a pressure 
tank make up the Myers line which has over fifty 
years of pump building experience behind it to 
guarantee dependability and satisfactory service. 
Catalog No. HP24 shows 
complete line. Ask for 
your copy today. 












The 


F. E. MYERS 

& BRO. CO. ~<S 
Ashland, Ohio — 

Pumps, Hay Tools and Door Hangers 

















Many of our friends tried a 
sample order and now order 
them by the barrel, because 
their trade liked them. We 
feel sure you will not be dis- 
appointed if you follow their 
example, and order a few 
FLAGG UNIONS. 


STANLEY G. FLAGG & CO., Inc. 


1421 Chestnut St. 
Philadelphia, Pa. 
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Manufactured by 
THERMAL UNITS COMPANY 
A subsiatary of the MECHANICAL MFG. CO. 
PERSHING ROAD AND LOOMIS STREET, CHICAGO 
Eastern Office: 30 CHURCH STREET, NEW YORK CITY 
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Signet Floor Drains 
have heavy cast iron 
bodies with cast 
brass back water 
valves which work 
automatically by 
gravity. 
Complete protec- 
tion against gases, 
back water and 
germs is assured 
the house equipped 
with Signets. 






SIGNET 
FLOOR 
DRAINS 





CRAMPTON- 
FARLEY 
BRASS CO. 








Kansas City, Mo. 











136 DOMESTIC ENGINEERING 





Two New 
Bulletins 
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Two new bulletins describing Metaphram 
Damper Regulators have been prepared for 
distribution to the trade. 


Bulletin LP-100 describes Metaphram Dam- 
per Regulators for low pressure boilers— 
steam, vapor or vacuum. 


Bulletin F-100 describes the Type ‘‘F”’ Meta- 
phram Damper Regulator for hot water boil- 
ers and domestic water heaters. 


Heating contractors desirous of furnishing 
the most sensitive damper control 
it is possible to secure on boilers of 
their installation will be interested 
in the information contained in 
these bulletins. 








New features of construction 
are shown that increase sen- 
sitivity; reduce friction and 
eliminate binding in the lever 
movement, permitting a freer 
transmission of power devel- 
oped by the Metaphram units 
to operation of draft and check 
dampers. 


National Systems of 
Heat Regulation and 
Humidity Control, 
Metaphram Dampers, 
Metaphram Motors, 
Industrial Thermo- 
static Devices, A-Jacks 
Steam Damper Regu- 
lator for high pressure 
boilers, Metaphram 
Damper Regulators for 
domestic steam, vapor, 
vacuum and hot water 
heating boilers, Meta- 
phram Furnace 
Regulators. 


METAPHRAM 


NUNNNNNOUUNE 





Copies of either or both of 
these bulletins will be mailed 
on request. Just check and 
sign the coupon. 













NATIONAL REGULATOR CO. 


2317 Knox Avenue Chicago, Ill. 








| NATIONAL REGULATOR CO., 2317 Knox Ave., Chicago 
| Send us _—) Bulletin LP-100; — Bulletin F-100. 

| Name....... 

7 Address................. 

| Town an ; State 
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ventilators, each machine presenting a different prob- 
lem of regulation. Some interesting information was 
given relative to economy of automatic heating regu- 
lation in the operation of heating plants. New methods 
of installing temperature regulation piping in_ office 
buildings was illustrated to show the ease with which an 
office can be subdivided into smaller rooms, or vice 
versa, with only the necessity of picking up the air 
piping from a wall box installed on each mullion and 
each column. Slides were shown of various buildings 
and groups with unique systems of temperature con- 
trol. Among the most interesting were the A. I. A. 
Insurance Citadel, Columbus, Ohio, the new Union Ter- 
minal building, Cleveland, the Akron School Layout, 
and the Marsh Foundaticn group. 

Various types of humidity systems were demonstrated 
such as the wrapped steam coil humidifier, and 
the copper pan humidifier, consisting of steam pipes 1m- 
mersed in water, with a copper float box for maintain- 
ing the proper water level located outside the duct or 


fan chamber. 
* 


Hold Ladies’ Night in Newark 


The second annual banquet and ladies’ night of the 
Plumbing and Heating Contractors’ Credit Association 
of Newark, N. J., was held at the Elks’ Club, Newark, 
Saturday evening, May 4. Three hundred and fifty 
members, wives and guests were present and enjoyed a 
splendid dinner, during which the orchestra played for 
dancing in cabaret fashion. Eight acts of “big time’”’ 
vaudeville were provided during the dinner and every- 
one had an opportunity of listening to various city offi- 
cials. After the dinner and speech making, there was 
more dancing until a late hour. 

The committee, composed of Max Cohen, Benjamin 
Sternrich, Abe Fiedler, Benjamin Cohen, Gus Waren- 
reich, and A. Fechtner, worked early and late to make 
the affair the outstanding success that it was. Max 








Top picture: 0. H. Hoff of Brazil, H. E. Schofield of Eljer Co., 

Chicago; G. H. Quinn of U. 8S. Radiator Corp. and Pacific 

Boiler Co., Chicago. Bottom picture: Frank Irish of Indian- 

apolis, James McCartney of Gary and W. T. Otterstein of 

Mishawaka. Photos taken at the convention of the Indiana 
Society of Sanitary Engineers 
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Cohen and Benjamin Sternrich acted as official hosts, 
and in that capacity saw to it that all their guests had an 
evening full of enjoyment. George Snyder, who is 
president of the association, was a well qualified toast- 
master. 

The co-operation of the following had a great deal 
to do with the outstanding successes of the evening: 
Pacific Engineering Corp., Howard Plumbing Supply 
Co., Hedges & Brother, Benjamin Wulach, Montgomery 
Plumbing Supply Co., Kantor Brothers, Thatcher Co., 
T. Grunt, A. & J. Friedman Co., Richardson & Boynton 
Co., W. V. Egbert & Co., Trane Co., Newark Plumb- 
ing Supply Co. and Moskowitz Brothers. 


* 


Gas Company Entertains Masters 


A dinner and merchandising party was held Thursday 
evening, April 25, by the Utica Gas and Electric Co., 
Utica, N. Y., at which the master plumbers of Utica, 
Little Falls, Herkimer, Ilion, and Dolgelville were 
guests. \W. T. Conlon, merchandising manager of 
the compnny, acted as toastmaster. The first speaker of 
the evening was F. B. Steele, vice president and general 
manager of the company, who made the address of wel- 
come. Harold Burke, manager, water heater department, 
spoke on “What the Plan Is.” In discussing the “plan,” 
Mr. Burke also stated, that now is the best time of year 
for hot water heaters to be sold, and that the master 
plumber is the logical one to make the sale. 

A. H. Rhubart, purchasing agent, spoke on the meth- 
ods of handling the sale of the heaters. Mr. Conlon, dis- 
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Exhibit of the Duro Co., Inc., and EverHot Heater Sales Co. at 
the recent Own Your Home Show held in Madison Square 
Garden, New York City 


cussed more fully, and in detail, the “merchandising 
plan.” M. M. Scott, advertising manager of the Ruud 
Mfg. Co., Pittsburgh, spoke briefly. A general discussion 
of the plan was held by the master plumbers and the 
officials of the company, and the Ruud company. 
* 
Apprentices Attend Banquet 

Five hundred plumbing apprentices attended a banquet 
given April 17 at the Milwaukee, Wis., Vocational School 
under the auspices of the Milwaukee Apprentice Asso- 
ciation and the Plumber’s Athletic Association. George 
P. Hambrecht, state director of vocational education, 
Madison, was the principal speaker at the meeting. R. 
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and trouble. 


to the wall. 





P. E. C. | 
RADIATOR HANGERS 


The use of P. E. C. Radiator 
Hangers eliminates hard work 
They can be easily 
installed as one bolt is all that is 
necessary to secure them firmly 


Adaptable to all types of wall 
column and tube radiation. 


Adjustable quickly 2% inches. 


Ask your jobber to supply you. 
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Two Tested Water Pipes 











. « « » for progressive 
Master Plumbers 


Seventeen years ago The American Brass Company began 
an intensive investigation to determine the relative cor- 
rosion resistance of many different copper-zinc pipe alloys. 
For ten years, laboratory tests were carried on under con- 
ditions simulating actual service over a much longer period. 
The results were verified by a six-year field investigation 
of actual installations. | 





lS RAMA aps ON. ene, Gap 


ANACONDA. 67 





As a result of this scientific research, The American Brass 
Company now offers Anaconda 67 Brass Pipe for normally 
corrosive waters and Anaconda 85 Red-Brass Pipe for 
highly corrosive waters. Both are described on the page 
opposite. With these two tested brands, the Master 
Plumber is in a position to install the correct grade of Brass 
Pipe to meet service requirements in any locality. Our 
Technical Department will be glad to cooperate in deter- 
mining the character of local water supplies. 













- | 


THE AMERICAN BRASS COMPANY 
GENERAL OFFICES: WATERBURY, CONNECTICUT 
Offices and Agencies in Principal Cities 


ACONDA 
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ANACONDA 67* BRASS PIPE 


for normally corrosive waters 





When waters are not drawn from peaty sources, shallow wells, 
tubular wells or filter galleries in lowlands along river beds, and 
where filtered waters are low in carbonic acid content and high 
in alkalinity, Anaconda 67 Brass Pipe is recommended. This pipe 
contains not less than 67% copper and is semi-annealed, seamless 
and guaranteed. 


ANACONDA 85*RED-BRASS PIPE 
for highly corrosive waters 


For ground waters and colored surface waters, particularly when 
drawn from sources of peaty origin and filtered waters, which 
may be high in carbonic acid content gnd low in alkalinity and 
for underground service lines, Anaconda 85 Red-Brass Pipe is 
offered as the best corrosion-resisting pipe commercially obtainable. 
It contains not less than 85% copper, is semi-annealed, seamless 
and guaranteed. 


ANACONDA COPPER SERVICE TUBES 


for use with compression fittings 


A aN 
* 
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Available in straight lengths up to 20 feet and in coils up to 60 
feet. These tubes, which are deoxidized to increase corrosion 
resistance, can be connected directly with the corporation stop 
without a gooseneck, and can readily be bent to avoid underground 
obstructions. 


*The trade-marks ‘67 and “85” are registered in the 


United States Patent Office. 
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Liberal Adjustments 


Every Moore Radiator Hanger has 
a wide range of adjustability: per- 
pendicular adjustment, five inches; 
horizontal adjustment, two and one- 
half inches. 


This elasticity of adjustment will 
save the time necessary for exact 
measurements 1n installation and 
provides for the adjustment of 
hanger to radiator and radiator to 
radiator branch after installation. 


Made for all types of radiators, 
including the new tube types. 


From your jobber 


CARTY & MOORE ENG. CO. 
(Incorporated) 


611 W. Larned St. Detroit, Mich. 















a, 
Cuts Pipe 
Threading 
Costs 


A full-fledged Port- 
able Pipe Machine 
as for Reaming, Cham- 
rae fering, Threading 
and Cutting Off 
pipe from 14” to2’. 


Uses any standard make of 
solid square right or left hand 
pipe or bolt dies. 


Weighs 250 pounds. Operates 
off either A. C. or D. C. light- 
ing circuits. Is_ sufficiently 
powered to drive geared heads 
on the larger pipe, up to 6”. 


A real pipe machine at a price 
you can afford. Ask us about 
it today. Give us the name 
of your supply dealer. 





CUTS OFF RAPIDLY 
PEERLESS MACHINE CO. <-+ Racine, Wisconsin 








———ee i 
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‘*CHICAGO’’ 
Pipe Threading Machines Production Precision | 
Latest and Most Advanced Types on the Market 


Chicago Pipethread Machine Co., Racine, Wisconsin | 


Offices and Factory: 1621 Racine Street 


























L. Cooley, director of the Milwaukee Vocational School, 
acted as toastmaster at the gathering, and Robert W. 
Tarbell of the research department of the school was in 
charge of arrangements. 
5 
Portland Association Holds Last Dinner Dance 


The Portland (Me.) Association of Master Plumb 
ers held its April dinner and dance recently at the 
Falmouth Hotel. About 90 members and guests at 
tended. At 6:30 p. m. all sat down to a chicken din- 
ner. Immediately following the dinner, dancing was 
held in the ballroom. This dinner dance is the last 
monthly affair until October 7, when they will be 
repeated each month during the winter. 

As chairman of the committee in charge of these 
affairs, Neil M. Knudsen reports that they have been 
successful, and have brought together many contrac- 
tors, whom it might not have been possible to bring 
together in a social way, and has helped to promote 
co-operation in the association. Mr. Knudsen thanked 
all members and guests for their loyal support to 


these monthly parties. 
s 


To Make Code County-Wide 


The Master Plumbers’ Association of the North Shore 
of Nassau County, Long Island, N. Y., through its code 
committee, is working hard to have the plumbing code 
of its inception in all the villages throughout the county. 
In Rockville Center an examining board of plumbers 
consisting of the following association members has been 
named: S. F. Barr and William Metcalf, with W. J. 
Bloeth as plumbing inspector. Richard Van Wicklen 
and William Dunker have been appointed plumbing ex- 
aminers of Freeport. Effort is also being made to have 
the code adopted in Malverne, Floral Park, Hempstead 
and Lynbrook in order to improve sanitary conditions. 

° ¢ 
Salt Lake Masters Favor Permanent National Office 

The Salt Lake City, Utah, Association of Sanitary 
and Heating Engineers went on record as favoring the 
establishment of a permanent office for the nattonal 
association at the regular bi-weekly meeting held in the 
Hooper building. The majority opinion was that Chi- 
cago is the best suited location. 

The rooms of the association are being renovated 
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A corner of the exhibit of plumbing and heating maintained 
by the Plumbing and Heating Development League of 
Philadelphia 
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and redecor 
trustees, consisting of Will Rees, 
and Peter P. Erskine. 

Tickets for the dance to be given 
auxiliary were distributed. 
ladies’ 
contest 1n the schools. 
health and sanitation will be awarded and it is planned 
to have the winning essay read over the radio. Presi- 


Joseph F. Carthey 


by the ladies’ 
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It was announced that the | 
organization is preparing to conduct an essay | 
Prizes for the best essays on | 


dent Parley P. James presided at the meeting, which | 


was attended by the representatives of twenty-five firms. 


Obituary 


William E. Florence 
Florence, president of the Acme Heating 
who had been identified with the 
heating industry for over 35 years, passed away at his 
home in North Reading, Mass., on Thursday, April 18. 
Mr. Florence, who was born in Vermont 60 years ago, 
came to Boston when a boy and became a steamfitter. 
After working up to the position of foreman of the old 
Walworth Mfg. Co., Mr. Florence founded the William 
It. Florence Co. He later was associated with Frank W. 
Zeimeir, and eight years ago formed a partnership with 
Thomas O’Callaghan as the Acme Heating and Ventilat- 
ing Co., 13 Hawkins street. 

The decez 
the Heating and Piping Contractors Boston Association, 
Inc., and was active in all movements for the betterment 
of the industry. 
devoted little time to his business, the major portion of 
his time being spent on a’model farm he operated at 
North Reading. He is survived by his sons, William E. 
florence, Jr., and Earl Florence, both of whom are con- 
nected with his business, and two daughters, Mrs. Martin 


William E. 
and Ventilating Co., 


— 


of Wakefield, Mass., and Mrs. Seymour of Cleveland, 
Ohio. 
John C. Doolittle 
John C. Doolittle, well-known plumbing merchant of 


[Ilicottville, N. Y., died recently in the City Hospital 
at Salamanca, N. Y. Mr. Doolittle was born in Canan- 
daigua, N. Y., but for the past 30 years has conducted 
the Ellicottville. He 
year, 


busimess 1n was in his sixty- sixth 


John A. Zook 
John A. Zook, prominent Waterloo, Iowa, business 
man in the plumbing business in that city for thirty-six 
years, died at his home on April 27 of heart disease. 
He was in his sixty-ninth year. 


® 


To Improve Plumbing in Milwaukee Schools 


ased had been a member for many years of | 


For the past several months he had | 


Part of the $307,177 to be spent by the Milwaukee | 


school board in improving school buildings in the city 
is to be spent on new heating plants and sanitary fa- 
cilities, it has been announced. A new heating plant 
and sanitary facilities at the Elm Street school will 
amount to $45,210; alterations and sanitary facilities 
at the Mound Street school will cost $18,451; and at 
the Fifth Avenue school sanitary facilities and altera- 
tions will cost $17,737. 
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Fig. 118 No. 5— %-inch Compound Injector, 
Patented in U.S, A., Canada and Foreign Countries. 


Pure, Soft, Dehn Water 


The water that has gone thru a Dehn 
Automatic Water Softener is pure, soft 
and healthy. 


EE 


The Dehn is made to serve anywhere 
where minerals of any kind have to be 
removed from water. 


Ask your jobber, or write 
us about it at once. 


Compound Injector & Specialty Co. 
419-421 D. North Laramie Ave. Chicago, Ill., U.S A. 
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THE QUALITY 7 THE QUALITY GOODS 








to sell 


Te U 


the best. 
stay in business, your rep- 


ean afford 
If you intend to 


utation is entitled to it. 


ALAMO DORWARD 


POWER HEAD 
jobber 








ROTARY 
Ask your 
ALAMO ENGINE CO., Hillsdale, Mich. 




































Lower left: A. G. Rose of New Orleans, national director. 
Middle picture: B. L. Knost, Pass Christian, vice president; 
C. A. Hunter, Alexandria, La., president; L. C. DeLeon, New 
Orleans, secretary-treasurer. Lower right: R. R. Hamilton 
of Gulfport, Miss., retiring president 





















Louisiana-Mississippi Plans Zone System 
klect C. A. Hunter as President 


HE eighth annual convention of the Louisiana- Mr. Tweedie went into association affairs and told of 
Mississippi Association of Plumbing and Heat- the work of the state, and urged all to take a keener 
ing Dealers was held April 25 and 26, at Gulf- interest in the association. “Lend it your moral and 
port, Miss., on the Markham Hotel roof garden, an financial support,” he said, and also stated that only 
ideal spot for a convention, overlooking the Gulf of through co-operation with each other could any head- 
Mexico. The convention opened with President R. R. way be made, and that every master plumber in the 
Hamilton of Gulfport, in the chair, who welcomed two states should be a member of the association, for 
the delegates and guests to the convention and intro- all good that is accomplished benefits him, and he 
duced Mayor Joseph Milner of Gulfport, who also should be willing to support a worthy cause such as 
welcomed those in attendance in the name of Gulf- the master plumbers’ association. “We have made 
port, and hoped that the convention would be suc-_ great strides in the past few years, and more can be 
cessful, and that the association would broadcast accomplished if each would see to it that the men in 
throughout the State the message of sanitation. his ‘town become members. It’s your association. 
Vice President C. A. Hunter of Alexandria, re- Your interests and your money are invested—so 
sponded to the mayor’s welcome. Frank P. Tweedie  let’s all help to make it prosper,” he concluded. 
ot New Orleans, welcomed the ladies of the auxiliary 
in the name of the association, and told briefly how 
the ladies were a help and inspiration to members, National Director A. G. Rose of New Orleans, 
and urged the former to continue their good work. brought greetings from President Sheehan of na- 


Hear from National Director 
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Photo of delegates and guests attending the convention of the Louisiana-Mississippi Association of Plumbing and Heating 
Dealers 
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Big 
ore 








Gomsvencmes 
HAULAGE 


The GENERAL ose. = UCK shown 
here isa PONTIA owered mo in the serv- 
ice of GRA YBAR ELECTRIC COMPANY. 
Nashoille, Tenn. 





Powered by BUICK and PON- 

TIAC engines — GENERAL 
MOTORS TRUCKS have brought 
new work-capacity to haulage of 
plumbing and heating supplies. 
Smooth speed under load that eats 
up the miles in distance hauling. 
Real flexibility and 4-wheel brakes 
to meet the demands of city traffic. 


y Inbuilt quality in every detail 
of construction brings low oper- 
ating costs; stamina that spreads 
the cost-price over years of service — 





GENERAL 
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ELECTRICAL 





the result of unusual facilities for 
development and research (General 
Motors great Proving Grounds and 
General Motors Research Labora- 
tories, for example. ) 


C3 The modern appearance of these 
trucks has advertising and pres- 
tige value for your firm; will wor- 
thily represent your business to a 
modern public. 


(Time payments financed through 
Y. M. A. C. plan at lowest available 
rates.) 


GENERAL MOTORS TRUCKS 


MOTORS TRUCK COMPANY 


Pontiac, Michigan 
Factory branches, distributors, dealers—in 1,500 principal cities and towns 


ALWAYS INVESTIGATE 


SUPPLIES 





A REAL WORK TEST 
—final proof! 

This offers you a truck to test 
at our expense—without obli- 
gation to you. Put the truck 
into your work. Find out if it 
does increase work-capacity. 
(et figures on time and costs 

from actual operation. In 


short, prove or disprove every 
statement made. 
ow 


LIGHT DUTY — PONTIAC- 
powered models with 7 dif- 
ferent basic STRAIGHT RATING 
CAPACITIES —3.800 to 8,000 Ibs. 
$625 to $1085. 


MEDIUM and HEAVIER DUTY 
—BUICK- powered models with 
33 different basic STRAIGHT 
RATING CAPACITIES—8,000 to 
18,000 lbs. $1395 to $3315. 


HEAVIEST Duty — BIG 
BRUTE- powered — 2 models 
—STRAIGHT RATING CAPACITY 
—28.000 lbs. $4250 and $43§°0. 


(Above prices, chassis only, F. O. B. 
Pontiac, Michigan) 


WHAT GENERAL MOTORS HAS BEFORE YOU BUY 
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BACKWATER 


Cannot come up thru the floor drains 
if Wade Drains are installed. They 
will keep basements absolutely dry. 


WADE IRON 
SANITARY 
MFG. CO. 





1717-21-Canal Street 
Chicago, Illinois From your 


jobber 











Where a Taber standard 
SUMP, sewage, centrifugal, or 
rotary pump cannot be used, a 
Taber specially engineered 
pump will meet the require- 
ments. 


Put your pump problem up to 
pump engineers. Write for 
Taber Data Sheet and Bulletins. 


TA BER 


TABER. PUMP CO. Est. 1859 










Fig. 1161 Taber Duplex 
Sump Pump 290 Film = Bufale, N. Be 





More and more, the 
tendency is toward 
something not only 
highly efhcient in 
heating, but pleasing 
to the eye as well. 
McKeesport Radi- 
atorsaccomplish both 
of these points to 




















greatest satisfaction. 
McKEESPORT 
RADIATION 


THE COLUMBIA RADIATOR COMPANY 


McKEESPORT, PENNA. 









Ask your 
Jobber 
or write us 
for full 
information 
about 


OHIO Kerosene HEATERS 


Ohio Kerosene Heaters have a 
reputation to live up to..... 
And they always he good. 
OHIO HEATER CO. 
Celumbus, Ohie, U.S. A. 
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tional association, and outlined some of the national 
activities, urging all members that could to attend 
the national convention in June. Director Rose 
urged the men to help one another, as well as the 
man on the outside, so that all can be better business 
men and to see that every job carried a profit. “Real- 
ize the importance of your work and sell the idea to 
your prospects and customers. Take advantage of 
your trade papers, the bureau, of the national asso- 
ciation. They all have a message for you that should 
be profitable.” 

President Hamilton introduced a number of 
guests. Mrs. R. J. Schwarz, vice president of the 
New Orleans ladies’ auxiliary, told of the work of 
the auxiliary, and said that every wife of a master 
plumber should be a help to him in his business for, 
she said, “It’s our work as well as theirs.” 

President Hamilton appointed the following com- 
mittees : Credentials, William C. Maher, FE. L. Monte- 
gut and O. P. McGregor, all of New Orleans; regis- 
tration, B. L. Knost, of Pass Christian, Miss., J. L. 
Gunn of Jackson, Miss., and J. P. Davis of Jackson ; 
auditing and finance, W. C. Hartwell and L. S. Petrie, 
both of New Orleans, and H. L. Schwan of Biloxi, 
Miss.; resolutions and grievance, C. A. Hunter, of 
Alexandria, F. P. Tweedie and L. C. DeLeon, both 
of New Orleans; ladies, Mrs. H. L. Schwan of Biloxt, 
Miss., Mrs. W. C. Hurley of Biloxi, Miss., and Mrs. 
R. R. Hamilton of Gulfport, Miss. 

President Hamilton Reports 

President Hamilton, in his report for the past year, 

stated that the association had increased the mem- 


bership 20 per cent. He said he had made a trip in 
the interests of the association over the states and 























Top pictures: Frank P. Tweedie of New Orleans, past state 

president; and Louis Petrie of New Orleans. Bottom row: 

A. J. Sciambra, treasurer; A. H. Grimaldi, president; Edward 

MeGregor, vice president; E. L. Kimble, business manager of 
New Orleans association 


felt that had better business conditions existed, this 
percentage would have been much larger. He then 
reported on his trip to Chicago to the presidents’ and 
secretaries’ conference, and outlined the work of that 
meeting. 

President Hamilton suggested that zone meetings 
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be held in different parts of Mississippi and Louts- 
iana, and told those present that what advancements 
had been made, were due to association work, and 
recommended that the president of the Louisiana- 
Mississippi association should always attend the 
presidents and secretaries’ conference, and so get in- 
formation which will enable him to carry out the 
thoughts and ideas, and to be a greater service to 
his association and its members, and that if he is not 
able to attend, the vice president should go. He 
said that the business and the association have 
bright outlook, and suggested that everyone should 
work hard to bring about a bigger and better associa- 


a 


tion. The secretary-treasurers report was read and 
showed the association to be in a good financial con- 
dition. 


Arthur O'Keefe, of Mayor O’Keefe of New 
Orleans, and attorney for the New Orleans associa- 
tion, talked on business conditions and credits. Mr. 
O'Keete said, “It’s not restraint of trade that 
worrying us, as it is not half the problem restraint of 
credit is. If there was a restraint of credit, better 
business conditions would exist. Men who can hold 
their own don’t play risks, but protect them. Trade 
is stabilized by credit conditions, and if you get your 
manufacturers and wholesalers to bring about a more 
stringent credit, better business will result. Credit 
is too cheap. Give credit to those who deserve and 
are entitled to it. Instill in the minds of home 
owners and builders that good plumbing and heating 
means more to them in comfort and sanitation that 


Son 


is 
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Top pictures, left to right: A. B. Hayden of Pass Christian, 
I’, H,. Montegut of New Orleans, EF. L. Montegut of Slidel, La.; 
r. D. Verlon of Pascagoula, Miss. Bottom picture: Group of 


New Orleans master plumbers 


There is no money to spend to keep 
A good plumbing job is per- 


an automobile. 
the former running. 


manent, and good grade materials will outlast any 
automobile. Building today 1s suffering from credits 
given to luxury and waste. We must change our 


ideas about business and be more eager to adopt up- 
to-date business methods. You can regulate trade 
by credit,’ he concluded, urged the 
to to their credit builders, 
manufacturers and wholesalers to bring business to 


and members 


FO associations, banks, 


a regulation of credit. Mr. O’Keefe said, “You are 
sanitary experts. Live up to your code of ethics. 


Get a profit for your work, and cut out beating down 





The “NIP-L’ Boiler Stand 


The ‘‘NIP-L’’ Boiler 
Stand is exactly what 
you need for every 
job. All you have to 
do to adjust it to any 
height you want is 
cut a pipe nipple the 
desired length. 

















Strong—neat appear- 
ing, and will last a 
lifetime. 


Furnished in plain 
black,Galvanizedand 
Aluminum Painted. 





























FOUNDRY £& MANUFACTURING CO Inc. 


Richmond Virginia 




















This and 


many 


other Jones Hollow 
Ware Products are 
described in detail 
in our complete 


catalog. Send for 








BALTIMORE 


JONES HOLLOW WARE CO. 
33 MARYLAND 
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Style “*A’’ 








broken. 


Vanderman Steel Tool 
Chests 


Here is a chest made 
entirely of steel. It 
will last for years and 
stand all kinds of 
abuse. Keep your 
tools where you can 
find them—keep them 
from becoming lost or 
Write us for 
our illustrated catalog 


today. 
The VANDERMAN MANUFACTURING CO. 


Willimantic, Connecticut 


























tion to date. 
gives 


backs. 


That is the record of the new M & M Self- 
Cleaning Duplex Feeder on every installa- 
Its certainty of operation 
positive boiler protection against 
burn-outs or cracked sections—and leaves a 
clear profit free from service calls or come- 
Full details in the new 8-page book- 
let—write for your copy. 


MCDONNELL & MILLER 
400 N. Michigan Ave., Chicago 


M<DONNELL & MILLER 


cleaning Duplex 


Feeder 














Ce ee 


Instantly ad- 
justable to any 
pitch roof, 
Overton Roof 
Flashings _re- 
quire the least 
amount of 
time of the 
man on the 
job. 


They can be 
put on by any 
mechanic. 


No trouble- 
some detail to 
be attended to; 
no pipe that 

















requires extra 
attention 
when Over- 
tons are used. 


Your jobber 
can supply you 
with Overton 
Roof Flash- 
ings at any 
time. 


ee 


BUTLER 
MFG. CO. 


Minneapolis 
Minn. 


ee 
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your own price. Be a master plumber in every sense 
of the word, and ‘remember ‘He who profits most, 
serves best.’ Make every job a good job. Give your 
best in workmanship and materials, and when you 
have done these things, you are entitled to your 
money. So be sure to get it, for your collections are 
just as important as any part of the job, and it would 
be wiser to investigate where your money is coming 
from before you start the job, than to worry after- 
ward. 

Telegrams were received from Meridian, Miss., 
asking that the next convention be held there, but no 























Top pictures: C. 0. Rundle and J. C. Jordan, both of Shreve- 
port, La. Bottom picture: Joseph Dulcich, W. C. Hartwell 
and H. 8S. Charlton, all of New Orleans 


action was taken, and the place and date for next 
convention is to be set by the incoming officers. 


Election of Officers 


The election of officers resulted as follows: Presi- 
dent, C. A. Hunter of Alexandria, La.; vice president, 
B. L. Knost of Pass Christian, Miss.; secretary and 
treasurer, L. C. De Leon of New Orleans; board of 
directors, Frank P, Tweedie of New Orleans, R. R. 
Hamilton of Gulfport, Miss., J. P. Davis of Jackson, 
Miss. The president and vice president also serve 
on the board by virtue of office. Delegates to na- 
tional convention are: Arthur Kussman of New Or- 
leans, R. R. Hamilton of Gulfport, L. C. De Leon of 
New Orleans, O. McGregor of New Orleans, William 
Maher of New Orleans, A. B. Hayden, Pass Christian, 
Miss., M. Kohn of New Orleans, and C. A. Hunter 
of Alexandria, La. Alternates are: Louis Opperman 
of New Orleans, J. P. Davis of New Orleans, and A. 
F. Nash of Jackson, Miss. 

E. L. Kimble, business manager of the New Or- 
leans association, gave a talk on organization, and 
the work of the New Orleans association. President 
Hamilton spoke on sanitary conditions in Mississippi, 
and urged the incoming officers to appoint a commit- 
tee of three to investigate conditions both in cities 
and in rural sections, and report back to the associa- 
tion the results of the survey. The committee is 
also to bring about better sanitary conditions and 
the proper installation of plumbing. 

H. B. Fuller, Southeastern representative of the 
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CP sITIVE uniformity of metal content and of 


threading accuracy are assured in Mueller Brass 
Pipe Fittings through the Mueller process of 
manufacture. There can be no more difference 
between any two Mueller brass fittings, regard- 


less of when they are made, than there is 
between two silver dollars. 


They willscrew up water-tight and permanent 
regardless of the conditions under which they 
are installed. They are free from sand holes 
or flaws of any kind. They have clean cut, 
whole threads of standard gauge and size 
that make them easy to work with. 


From your jobber. 








Send for Mueller Pipe and Fittings Catalogue La 
/a Mueller Brass Co. ' 





PORT HURON . MICHIGAN 
THREE GENERATIONS OF BRASS MAKING 














g 
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Makes Bathing Easy 


“A Bath A Day”’ is easy SAA 
for the members of the “} + = 
house that is equipped 
with Johnson Red Ring 
Gas Lighter. It simplifies gy 
all hot water require- 
ments. Are you selling 
it ? 























Ask your jobber. 


Raising RED RING to 
hook on wall plate up- , . 
stairs, lights Renter im J oO h nson M fg. ( -O- 


basement Dropping 


RED RING shuts off 10226 Woodward Avenue 











s. POSITIVE ee - . 
SCTION, DETROIT MICHIGAN 














—WARNOCK— 


TRIPLE WEAR 
WRENCHES 





For fine finish pipes there is nothing better than 
The Warnock Triple Wear Wrench. It holds 
tight but never mars. The triple wear feature 
gives you more for your money. 

Write for our catalog showing sizes and prices 


Warnock Mfg. Co., Worcester, Mass. 














Z Makes 


Pipe Hanging Easy 


The E-Z Insert is adapted to all sizes of pipe hangers, 
whether supported by pipe, bolt, rod or band iron 





Made in 
one £12e, 
and that one size 
will accommodate 
4-in., %-in., %-in., 
%-in.rod and \-in., 





Adjustable, allowing for expansion and alignment %-in. and -in. 
of inserts. Ball and socket arrangement between pipe. Seven in one. 
Efficient and 


insert and hanger. No coupling or turn buckles 
needed because E-Z button turns in the insert. 
Write for prices and detailed information. 


Made by 


HEALY-RUFF COMPANY 
794 Hampden Ave., St. Paul, Minn. 


economical. 


Also 
Manufacturers of 











RADIATOR HANGER 








SIMPLIFIED VAPOR HEAT 


The Hutchison System does away with all useless and 
unnecessary parts. Only four specialties, balance of 
materials all staple stock from your nearest supply house. 


Positive control of boiler pressure and perfect distribution 
of heat-——-a safe water line—inexpensive. 


Better look into this! 





Hutchison Regulator 


Sales Corporation 
4306 ~- 36 Street Long Istand City, N. Y. 












HUTCHISON SYSTEM 
PBB DI 
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Top row: Members of the Louisiana-Mississippi association 
from the Gulf Coast section. Bottom picture: J. L. Gunn, 
J. P. MeKay and J. P. Davis, all of Jackson, Miss. 


Plumbing and Heating Industries Bureau, after out- 
lining the policy of the bureau, told the delegates 
that lots of good had resulted from the zoning of 
states, and some good constructive work could be 
done. He urged members to use the bureau, point- 
ing out that it was willing at all times to lend a help- 
ing hand. He said he was the bureau representative 
in their section, and would be glad to be of service, 
and subject to call, at any time to help with problems. 

The banquet and dance was held Thursday eve- 
ning on the roof garden and was well attended. Vice 
President Hunter was toastmaster, and kept the 
guests in a happy frame of mind. 


Water Supply 


(Continued from Page 57) 


In a day just beyond the ken of those now living, the 
earth will be so densely populated that the present scheme 
of water collection and disposal will be impossible, but 
by that time water will not necessarily be taken from 
natural sources, as chemistry can be depended upon to 


human life, and chemistry can also be relied upon to 
take care of the wastes. 

Is it too much to ask the reader to envision, in each 
dwelling, a self-contained unit which shall consist of a 
fount of water in the attic, a few circulating pipes, and 
a chemical unit in the cellar which will extract the water 
from the waste and turn it back to the attic storage in 
condition for use again, delivering the waste in concen- 
trated form to send out to fertilize the land we must 
rely upon for food? 

The plumber of that day will have ceased to be a 
fitter, but he will be a sanitary engineer, a chemist, a 
student of natural laws, and the same power in the 
forces of the eternal fight against human disease and 


death and for the advancement of mankind that he 1s 


today. 
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Tri-City League Holds Anniversary Meeting 

The first anniversary meeting of the Tri-City Plumb- 
ing and Heating Trade Development League was held 
at the Fort Armstrong Hotel, Rock Island, IIl., 
evening of May 3. 


on the | 
Dinner was served at 6:30 p. m., | 


DOMESTIC ENGINEERING 





after which routine business was brought before the | 


members of the league. President F. 


R. Ervin presided, 


and sixty-five members were in attendance at the meet- | 


ing. Kirk A. Journy, secretary, informed the meeting 
that, upon closing the charter membership, May 3, there 
were 186 individuals and 26 firms as paid members. 

By a vote of the membership, a 
retaining the present board of directors for the ensuing 
year, ending May, 1930. The board selected is com- 
posed of: F. R. —— N. O. Nelson Mfg. Co., 
port, lowa; John C. Schmidt, journeyman, Rock Island, 
Ill.; A. M. Deane, journeyman, Moline, Ill.; Fred Pap- 
penbrock, journeyman, Davenport, lowa; H. E. Repine, 
journeyman, Rock Island, III. ; 
tractor, Moline, Ill.; M. L. McKay, contractor, Rock 
Island, Ill.; H. E. Speth, contractor, Davenport, Lowa; 
George E. Collins, Crane Co., Davenport, Iowa; G. J. 
Walther, The May Co., Moline, II1.; J. Schmitz, 
Blake Specialty Co., Rock Island, Ill.; Frank Tyler, 
Herman Nelson Corp., Moline, Ill.; W. L. 
tractor, Moline, I[ll.; Kirk A. Journy, Rock Island Mas- 
ter Plumbers’ Association, 
Brown, Standard Sanitary Mfg. Co., 
|. M. Robb, Herman Nelson Corp., Moline, Ill.; F. E. 
Riddile, American Radiator Co., Moline, III. The 
ent officers of the league are: F. R. Ervin, president; 
J. M. Robb, first vice president; W. L. Stange, 
vice president ; Kirk A. sti secretary; H. E. 
treasurer. 

H. E. Speth, chairman of the entertainment commit- 
tee, submitted preliminary reports on the league picnic to 
be held in August, and George E. Collins, chairman of 
the sports committee, submitted plans being made for 
a league golf tournament. 


pres- 


Repine, 


resolution was adopted | 


Daven- | 


J. Vance Lockhart, con- | 


Stange, con- | 


Rock Island, Ill.; F. F. | 
Rock Island, Lll.; 


second | 


The speaker for the anniversary dinner was R. B. | 
Kellogg, manager of the Electrical League of the Tri- | 


Cities, whose topic was 
lic Relations.” 
Mr. Kellogg said in part: 


“Industry associations, 


“Industry Associations and Pub- | 


such as the Tri-City Plumbing and Heating Trade+De- | 


velopment L 


ague and the Electrical League of the Tri- | 


Cities, serve to acquaint the public with many develop- | 
ments which modern inventions have made to lighten the | 


work of the household. ‘These two leagues are organ- 
ized to promote greater harmony between their respec- 


tive industries and the public which they serve, so that | 
the public will look upon the products and information | 


of these two organizations with utmost understanding, 
confidence and good will.” 
® 
Issue Institute Proceedings 
The proceedings of the second annual Three-Day In- 
stitute for the New York State Association of Master 
Plumbers, held January 28-30, inclusive, at New York 
University, have been printed and bound in book form. 
All of the technical papers presented and discussions that 
were heard are incorporated in the book, copies of which 
are obtainable from New York University. 


pl 


ba da 


© The Modern 
Skyscraper 


_HOME- HEATING 
«| EFFICIENCY 
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Yet aca above all other systems, the lat- 
est development in AUTOMATIC HOME 
HEAT is the ELECTRIC FURNACE-MAN. 


Other systems—like old buildings—have either 
been deserted in the present-day demand for 
MODERN CONVENIENCE, or have been 
condemned as dangerous risks and a menace to 


public health and safety. 


But here, in this modern mechanical device, 
employing the one SAFE FUEL—ANTHRA- 
CITE— is the survival of the fittest—a combi- 
nation which meets every MODERN home 
heating requirement. It gives EFFICIENT, 
UNIFORM HEAT with SAFETY, CLEAN. 
LINESS and ECONOMY. 


THOUSANDS OF SATISFIED USERS 


For any home—large or small—and for installation in any 
HEATING PLANT, whether warm air, steam, vapor or hot 
water. Also ideal for HOT.WATER SUPPLY—any heating 
purpose. 


Ohe Electric 
Furnace-Man 


This is more than an automatic device for supplying coal to 
the furnace and removing the ashes. The ELECTRIC FUR- 
NACE- MAN is the last word in AUTO- _ 
MATIC home heating EFFICIENCY 
—using the economical Buckwheat or 
Rice sizes of ANTHRACITE. 

No drafts to regulate, no grates to shake 
—no waste of fuel—no smoke, smudge 
or odor. 











Authorized Distributors in Principal Cities 


Patented product of 


DOMESTIC STOKER COMPANY 
7 Dey Street, New York 
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E.H. Nordlie, Architect. H.A. Erlinger, Bldr. 
J. A. Ryan, Plumber. 
The Kellogg-Mackay Co., Fixtures. 
APARTMENTS, 85th and Bishop St., Chicago, Ill. 
Equipped throughout with 
GEM FLUSH VALVES 
Holabird and Root, Architects 
M. J. Corboy Co., Plumbers 
Crane Company, Fixtures 
333 NORTH MICHIGAN BLDG., Chicago, IIl. — 
peers Gennes wee L. G. Hallberg & Co., Architects. A. Marubio, Plumber 
ROYAL FLUSH VALVES Wolff Company, Fixtures 
: STEW ART-WARNER SPEEDOMETER CORP., Chicago, Ill. 
‘. Equipped with 
i. MARINE FLUSH VALVES 


SLOAN VALVE CO.—CHICAGO 


Branches in All Principal Cities 




















MARKETS 


BUSINESS REPORTS FROM LARGE JOBBING CENTERS 








Contractors’ Requirements Show Little Gain 
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tions of this commodity have been re 


Contractor Demand Shows Betterment— turded, in part, by unseasonal weather 


conditions, but it is expected that ac 


Reports from most constituents in ing points, there still obtains a fairl) tive consumption will follow hortlys 
the plumbing and heating industry in good demand for enameled ware, pot Wholesalers’ rehabilitation of their 
the New England area indicate that tery and plumbers’ brass goods, most tocks, which now places them at good 
the pace of business has been some- of which is part of the “old” building working levels. gave the first ten dar 
what laggard during the past four program rather than the ‘new.’ of May more substantial activitie 
weeks when compared with the early Wholesalers are quite well stocked for [Foundries are in position to make: 
seasonal progress which has marked their present needs in most all com early forwardings and they report no 
former years. It is generally con- modities and their orders to manufac- departure from previously xistineg 


ceded, however, that the potential vol- turers are consequently not of heavy price sheets 


, ic y « ‘ ; , ; : yrmire vee ‘ 2 a » LOg , i] ° , 
ume is good and that inclement nature, except as some see fit to build Pipe Brass, Steel and Wrought Lron 
weather conditions have acted asa re- up certain items in anticipation of With brass pipe prices now on i 
straining influence to more active con- near future increase in their disposi- more steady basis than has existed for 
struction. Wholesalers and producers tions several months, interest in purchasing 
have come to look on the situation Factories, through well maintained pac toned down Most wholesaler: 


philosophically, realizing the fact that, production schedules, are able to make gijther have ample stocks for their 
although their volumes have not been shipments on short notice. The past present needs or are drawing on old 
as high as expected, there are a great tour weeks, in so far as prices are con- ¢ontracts. so that fresh orders reach 
number of operations being planned cerned, contained only general ad- j,5 makers are not voluminous. Mill 
on which they are busily engaged in vances by range boiler manufacturers ,, presentatives aver that activities 


preparing quotations and many more _ in their prices to jobbers, and, on May  4q,, e] pipe are no better than seasonal 
that they are endeavoring to close 10, a rather sharp decline in prices Of yp gjp receipts closely equalling those 


which they have figured during the certain type boilers by a leading boiler  4¢ 1928 during the first quarter. De 
past month. and radiator producer. One brass mand for wrought iron pipe i quite 
Jobbers’ sales, from a monetary Manufacturer also reduced his sheet catisfactory, although distributor 
standpoint, reflect no impressive dif- prices on May 7. Makers’ quotations placements reflect only their near-at 
ference in roughing-in commodities on all other items have remained firm hand wants Shipments rrom ource 
over finishing goods. While installa~ ®@2d unchanged. and from wholesalers’ warehouses a! 
tions of soil pipe are becoming more Soil Pipe promptly executed Mill quotation 
numerous in new construction, and Movements of soil pipe into this ter- have not been changed 
other commodities necessary for incep- ritory, although somewhat more Fittings 
tion of construction, are moving in spirited during the past four weeks, Plumbing and heating contracto 
better quantities from local distribut- have not as yet reached the free-and orders for fittings ha 
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materially, yet jobbers note a more 
steady rate in their dispositions from 
one week to the next. Makers of cast 
iron and malleable fittings report bet- 
ter receipts through wholesalers’ needs 
of replacements and also through their 
bolstering of some of the sizes which 
are popular sellers. Early May ship- 
ments of brass fittings were quite sat- 
isfying to producers. Practically no 
interruptions in deliveries are heard 
of. Factories have issued no _ price 
changes during the past fortnight. 
Enameled Ware 

Improvement in enameled ware dis- 
tribution during the past month has 
been steady but not far-reaching. New 
construction, though not of large vol- 
ume, and finishing processes of scat- 
tered larger developments have given 
wholesalers business which is fairly 
commensurate with receipts of April 
and early May of last vear. Distrib- 
utors’ inventories suffice for their pres- 
ent needs and, although some evi 
dences of bolstering has been noted, 
they are buying mostly for replace- 
ment and for specific jobs. Makers 
appear optimistic over the large num- 
ber of quotations which they are issu- 
ing, a good portion of which will ma- 
terialize shortly. Factory shipments 
are not delayed. No price changes 
have been effected by producers. 

Pottery 

Developments in the pottery market 
are very much akin to those which 
are reported for enameled ware. The 
finishing of old operations, a fair con- 
sumption of staple items, and a fur- 
therance of interest in higher class 
ware hold for potters’ and wholesalers’ 
volumes which are _ satisfactory for 
this period of the year. Jobbers are 
not anxious to extend their holdings 
of bowls and tanks to any extent until 
a more active demand is manifested 
by their customers. One pottery, 
through internal mishaps, is slightly 
behind in shipments, but as a general 


rule deliveries from sources are satis- 
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factory. Pottery prices are un- 
changed. 
Range Boilers 

Price advances recently effected by 
most makers created a flurry in job- 
bers’ purchases, which accounted for 
good sized shipments leaving sources 
during the first week of May. Whole- 
salers, however, are generally well 
stocked or have sufficient quantities of 
boilers on contract, so that new buy- 
ing, except in the case of special sizes, 
is inconspicuous. Makers show abil- 
ity to ship on short notice. 

Plumbers’ Brass Goods 

The dollar and cents value of fresh 
business being booked by manufactur- 
ers’ representatives does not come up 
to their expectations, for April and 
May are usually months when quite a 
volume of tuture delivery orders are 
placed by wholesalers. The latter are, 
in most cases, amply equipped and 
are buying only when certain com- 
modities are reduced below the safe 
working level. Factories are produc- 
ing steadily and have ample reserves 
to atlford shipments on dates re- 
quested. No price changes of note 
were announced by makers during the 
past two weeks, excepting the issuance 
by one factory of reductions in his 
sheet prices. 

Boilers and Radiators 

This market is not attended by any 
exceptional degree of activity, heating 
contractors finding it somewhat diffi- 
cult to engage themselves steadily. 
Makers have generally reported good 
prospects and total volumes for the 
year thus far as satisfactory. Distrib- 
utors are not heavily stocked and in 
emergencies can procure quick ship- 
ments from local warehouses. of 
makers or from manufacturing points. 
One prominent manufacturer issued 
new prices on May 10,’which quite 
sharply reduced certain types. of 
round boilers. This price change was 
the only one effected in this market 


during the past month. 


CENTRAL WEST 


Contractor Demand Lacks Zest— 


Wholesalers in the Chicago district, 
as a group, say that current business 
still has rather a long way to go be 
fore the movement of materials into 
consumption reaches the stage of a 
vear ago at this time. At the same 
time, it is quite generally agreed that 
contractors’ requirements have been 
slowly gaining some momentum in the 


past month or so with the passing of 


? 


eacn week. This, however, is to be 


expected at this season, but the spotti- 


ness that has gripped buying by mas- 
ter plumbers for the past several 
months seems to persist, and its ef- 
lect on the business of wholesalers is 
quite apparent when their volumes 
since the first of the year are com- 
pared with the corresponding period 
of 1928, 

teports indicate that as a general 
rule the volume of new business that 
reached manufacturers during the 
past fortnight was no better than fair. 
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What business producers are getting is 
mainly for jobbers’ stock replacements 
or for some specific project. And, con- 
sequently, a large part of these orders 
are of only ordinary size. Manufac- 
turers are in a position to offer quick 
deliveries on practically all staple 
items. Reports have it that a number 
of cast and tubular brass goods manu- 
facturers have issued new sheets, Tre- 
arranging their prices so as to put 
them on an equal basis with the 
slightly lower quotations of some 
other producers. Otherwise, the mar- 
ket has maintained a firm and un- 
changed level since our last report 
was published. 
Soil Pipe 

Manufacturers’ representatives in 
this district say that no better than a 
fair amount of business was booked 
during the past fortnight and that or- 
ders for carloads are scattered. Foun- 
dries are reported operating on a cur- 
tailed production schedule, but stocks 
are such that all business is being 
taken care of promptly. Manufactur- 
ers have made no change in their 
prices to wholesalers. 

Pipe—Steel and Wrought Lron 

Representatives of steel and 
wrought iron pipe mills say that a 
number of large operations are the 
chief factors in maintaining a fairly 
good seasonal tonnage of pipe in this 
territory. As a general rule, though, 
wholesalers agree that their tonnages 
in steel and wrought iron pipe are not 
as heavy as they were a year ago at 
this time. Wholesalers are maintain- 
ing average working stocks and mills 
are in a position to grant immediate 
deliveries. Mill prices have not been 
changed. 

Fittings 

The past fortnight witnessed a fairly 
good seasonal demand on the part of 
contractors for fittings, but totals in 
most instances are reported lighter 
than at this time a year ago. As most 
jobbers have ample and well assorted 
stocks, contractors’ requirements are 
being met promptly. Manufacturers 
are able to take care of new busi- 
ness without delay. No price changes 
have been announced by producers 
during the last fortnight. 

Enameled Ware 

As in most other lines, wholesalers 
of plumbing supplies say that demand 
from master plumbers for enameled 
ware is only fair for this season of the 
year. Contractor requirements are 
said to have improved slightly in the 
past month over what they were 
earlier in the year, but the movement 
of ware into consumption has not 
reached the level enjoyed at this time 
last year. Manufacturers are making 
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quiek deliveries and have not changed 
their prices to wholesalers. 
Pottery 

Manufacturers’ representatives in 
this territory agree as a whole that 
their total volumes so far this year are 
unfavorable when compared with the 
corresponding period of 1928. Some, 
however, are in the hopes that at least 
a good part of this deficit will be made 
up before the year draws to a close. 
The turnover of wholesalers’ stocks is 
termed just about fairly good for this 


season. Potters have not changed 
their published prices since our last 
report. 
Plumbers’ Brass Goods 
Reports have it that a number of 
manufacturers of cast and tubular 
brass goods have issued new sheets 


since our last report was published, re- 
arranging their put 
them on an equal the 
slightly lower quotations of some other 


prices so as to 


“basis with 
suyers for wholesale houses 
are apparently not 


makers. 


placing much new 


business, as most jobbers are already 


well stocked. Factory shipments are 
fairly prompt. 
Range Boilers 
The demand that makers experi- 
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enced from their distributors in the 


past fortnight was no better than fair. 


This is attributed mainly to the fact 


that jobbers purchased enough mate- 
rial at the time of the recent price 
change to meet their needs for some 


time in the future. Manufacturers’ 
shipments are reported ahead of new 
business. Makers did not change 


their price schedules during the past 
two weeks. 
Boilers and Radiators 
According to the Department of 
Commerce, March shipments of round 
pounds were 
7,208, as compared with 7,676 in Feb- 


boilers in thousands of 


ruary and 10,407 in March of last 
year. March shipments of square boil- 
ers in thousands of pounds were lLI1,- 
476, as compared with 14,269 in Feb- 
ruary and 16,474 in March, 1925S. 


March shipments of radiators in thou- 


sands of square feet of heating sur- 


face 6,116, as compared wi 
7,516 in 
March, 


only fairly busy, as a general rule, but 


were 


February and 7,994 = in 


L9ZS. 


Heating contractors are 


some improvement is reported since 


the latter part of April. Factories are 
shipping without delay, and prices are 


unchanged. 


NEW YORK 


Construction Rate Higher— 


There are two factors having to do 
York 
concerns the plumbing 
heating industries that 
These the 
prices on the whole in face of adverse 
demand and the 
struction. With 
factor F. W. 
new contracts made during April show 


with business in the Greater New 
territory as it 
im- 


and are 


pressive. are stability of 


rejuvenation of con- 
relation to this latter 
Dodge Corp. reports that 


a substantial increase over’ those 
awarded in the preceding month and 
the corresponding month of a year 
ago. The increase over March of this 
year was 50 per cent and the increase 
over April of last year was 22 per 
cent. The April construction record, 


$152,475,300 in amount, included the 
following interesting classes of work: 
$75,014,600, or 49 per cent of all con- 
struction, for residential buildings: 
$41,014,100, or 27 per cent, for public 
works utilities; $22, 
15 per cent, for commercial buildings, 


and 332,100, or 
and $6,393,400, or 4 per cent, for edu- 
cational projects. 

The tone of optimism that has char- 
acterized statements from most manu- 
facturers selling in this section has be- 
much less pronounced as sales 
fail to gain. this, 
prices have in no way shown any defi- 


come 


volumes Despite 


nite sign of weakness—not even on 


commodities that have been notorious 
because of instability in this direc- 
tion. Credits are still in a rather de- 
plorable state. Production in most all 


lines is keyed well to consumption so 
that 


cally unknown. 


delivery curtailments are practi- 
Soil Pipe 


The quantities of soil pipe moving 
York market 


time of 


are 
The 


contractors, 


into the Greater New 


moderate for this year. 


demand from plumbing 
because of the broad holdings of many 
of the jobbers, is not reflected immedi- 
ately to foundries. Production is, in 
the 


such 


instances of most manufacturers, 
that immediate 
available. No 


been effected by makers. 


shipments are 


changes in price have 


Pipe—Brass, Steel and Wrought Iron 

With the copper market quieter dur- 
ing the fortnight that has passed sinc: 
the previous review was published, the 
pipe 
Shipments have been steady 


price of brass has remained un- 


changed. 


~ 


and a fairly good volume of new busi- 


ness has been forthcoming. Consump- 


tion slowly continues on the increase. 


Demand on the mills for steel pipe is 
considerably below expectations. Job- 
bers are buying in quantities calcu- 


lated to keep their stocks in shape to 


ich, in 


meet the needs of their trade w 
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are 
wrought 
and, 


comparison with a year ago 


Consumption of 
this 


now, 
inoderate. 
time 


iron is fairly good at 


while now is. substantially 
the first 


improve 


business 
during 
have to 


than it was 


quarter, 


better 
sales will 
the position enjoyed 
Mills shipping 
promptly and no changes in price have 


greatly to attain 


during L928, are 


been forthcoming. 
kittings 
inventories in in- 


Jobbers’ many 


stances relative to brass, cast iron and 
being re- 
plumbing 
Supposedly 


malleable fittings are slowly 
the 
heating 


duced by demands of 


and contractors. 
about all the business entered by man- 
ufacturers at the time of the last price 
advance has been shipped, giving most 
jobbers a rather strong position in the 
however, 
the 
This demand, 


Ship- 


matter of stocks on hand: 


some have been torced into mar- 


ket in the past few days. 
light, is swelling. 
had as 


unchanged. 


While rather 


ments may be wanted. Makers’ 


remain 


Knameled Ware 


pl ices 


Interest in enameled ware during 
the past tWO WeeKS Was tO a large ex- 
tent confined to specific projects with 
some placements for the stocks of job- 
bers recorded by manutacturers. Prac- 
tically all of the latter ordering called 


for immediate shipment, as jobbers for 


the most part are holding oif torward- 
ing their requirements until their 
stocks are quite reduced. Master 
plumbers are not setting the fixtures 
now that they were last year at this 
time. ‘The condition of the warehouse 
stocks of manufacturers tlaces them 
in position to torward on demand. 


Makers have made no change in prices. 


Pottery 


While few earthenware fixture or- 
ders for big projects were actually 
placed in this territory during the 
past weeks, the outlook is rather 
bright. Numerous contracts will have 
to be iet shortly because of the prog- 
ress that is being made on buildings, 


although the unstable labor condition 
in one or two branches of the building 
industry has been an impediment. The 
offices of manufacturers are 


New York 


figuring based 
The 


quite " 


doing considerable on 
volume of 


little 


unchanged prices. 


shipments thus far is off 


of tuat of 1928. Quick shipments from 


potters are available. 


Plumbers’ Brass Goods 


Reports pertaining to the volume of 


tubular and cast brass goods business 


tiansacted in this territory by manu- 


facturers conflict somewhat. Some 


there is much to 


that 


producers feel that 


sales dur- 
ahead of 
that 


the 


be desired; others say 


ing \pril considerably 


VW e-Te 


fourth month in 1928. and 


falling a little behind 


_— 
\ . ; " 
; . 
, ovr, Wiliif 
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pace of last month, is still ahead of the 


corresponding month of a year ago. 
Releases are on the whole rather slow 
and new business is mostly for small 
quantities. Manufacturers have noi 


changed prices and shipments are sat- 
istactory. 


tange Boilers 


Manufacturers continue to report 
an activitv in demand for range boil- 
ers that does not compare at all favor 
ably with that of last vear, although 
in the suburban districts buying inter- 
est is expanding. The recent advance 
shook out considerable business, but 
produce more than ever before it 
re times were emphatic in the mat- 


The requir: 


ited coverag 


plumbers are. still 
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moderate. Deliveries are made 


promptly. Manufacturers’ quotations 


to be holding firmly to 


abe 


the 


reported 
new sheets. 
soilers and Radiators 


With the season of the year in mind 


demand for boilers and _ radiators 
might from the standpoint of most 
producing interests be called moder- 


ately good. While the business placed 


for immediate shipment leaves much 


that 
intended 


hoped for, Which embraces 


materials for struc- 


tures not yet ready to receive them 


amounts to a tonnage that is becoming 


quite substantial. Manufacturers have 
good stocks from which immediate de- 
liveries are being made, and no 
changes have been made in prices 


MIDDLE ATLANTIC 


Business Uneven— 


The trend of the plumbing and 
hie hiate rket in the Viid 
cit 1 nil no i vet pe 
CO ii ( ne pusiness ex 
pa ) Ml ¢ Pe} Ove! motlnel iS 
folio by Dp depression, sO 
that volumes. in the instances otf most 
Whol if] 1) Tike iarzgel Cite 
a least ine . I over tnose oO a 
Veal PO i | ie I mah 
man cture O ' , 
territol is yrisiae if) 
bel hat is ant pated 

K. W. Dodge Corp. in dealin 4 
bu ding Lal ‘ {) | MHAsis OL CoH 
trac iW ded g£1v¢ hie eventeenth 
week the highs total, $37,652,209, 
of a} imilar period during the yea! 


but the total tor the rtollowing evel 
‘4 . as , 


day pe riod fell otf to $6,596,200. ()] 
the first figure $21,259,100 repre- 
sented the amount invested in build 


construction, while the balance: 


ine 
was the investment in public works 
and public utilities improvements. 
The amount representing the invest 
ments in the first week of May in 
cluded $5,930,400. A comparison ot! 
the amounts diverted to residential 
building is $9,115,500 for the las 
week of April as against $5,241,509 
for the early days of this month 

The difficulties which have in the 
past centered around credits seem to 
be dissipating somewhat While it is 
not understood that manutacturers as 


a rule have surplus stocks greatly out 
of proportion to consumption, nothing 
ol The 


and 


is heard delivers extensions. 


market as a whole is rather firm 


no change 1n prices Was announced 


among producers ot major commodal 
ties since the last review was pub- 
lish 


Soil Pipe 


tonnage is being shipped 


market that is considered 


rood, but it talls somewhat 


nen contrasted with that of a 


ear ago at this time Plumbing con- 


gun calling for 


that, 


hot yet aL 
in the quantities 


pecause ot thre 


demand of the past tew 


veal have become synonymous with 
prin Jobbers are taking in quan- 
itis little beyond their near future 


quirements Koundries are shipping 


without 


delay and have made no 

change in prices, 
Pipe—Brass, Steel and Wrought Trou 
Although any diiferences in the 


amount of brass pipe shipped into this 


territory during the last two weeks 


from that of the previous similar pe- 
riod might be on the side of improve- 


ment, it was only in quantities enough 


larger to be indicative of a little 
greater confidence. Steel pipe is not 
enjoying the demand that was mani- 
fested a year ago, although May seems 
to be giving a better account of itself 
in this respect than did April. The 


consumption of wrought iron 
the Middle Atlantic 


disappointing and what 


pipe in 


states has been 


was considered 


60 days ago to be but a temporary lull 


in demand now seems to have become 
definitely protracted. Producers are 
shipping satisfactorily. No price 


changes have been indicated by manu- 
facturers. 

littings 

in the 
fittings 


malleable 
situation in this 


change brass. 


Any 


and iron 


cast 
the was on the side 
but. if 


the 


section of country 


of betterment 


sumption 


perhaps, con- 


broadened. margin of 


difference between that of 


the 


past 
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fortnight and the previous two weeks 


was slight. Wholesalers as a group 
are ordering in comparatively small 


quantities which are intended to plug 
up threatened gaps in their holdings 
Manufacturers are following shipping 
instructions closely and have effected 
no change in prices. 
Enameled Ware 

The situation surrounding enameled 

the 


ware has changed but little since 


survey of a fortnight ago. One manu- 
facturer because of the depression in 


1928, 
but slight inclination toward improve- 


demand over Which is showing 


ment, implied that the market is only 
fair for this season of the year. Others 
the that 
closed enough to brighten the outlook 


express feeling May has dis- 


considerably where ordering is con- 


cerned. 
the 


Master plumbers are behind 


usual rate at which ware is in 


this time of soth 


manutacturers 


stalled at year. 


and wholesalers are 


keeping their stocks in conformity 


with their so that 


encountered 


sales, no delivery 


diiiculties are Produs 


ers have made no change in prices. 


Pottery 
Improvement, while moderate where 
neverthe- 


earthenware is concerned, 


ess Was felt by some manufacturers 
Ince the first of the month. Jobbers 
are taking in wash downs and tanks 

about the same rate their trade 
makes demands on them. A lack oft 
funds in some instances is apparentls 
deterring the start of some projects 
in the largest city of this territory 
This condition has interfered with the 
placing of contracts for fixtures that 
i the course of ordinary events would 
sive business a brighter aspect. Pot- 


ters have not changed prices and are 


making deliveries satisfactorily. 


Plumbers’ Brass Goods 
Releases are in instances delayed 
by jobbers, but are put through with 


enough to give factories 


the 


consistency 
impression that business is season- 
New 
in snap. 


ally good. business, however, is 


lacking soth cast and tubular 


goods moved rather freely during 


the early part of 


that month. The present rate at which 


April, especially in 
master plumbers are buying differs lit- 
tle Manufacturers 
that 
shortages. 


in a general way. 


are producing at a rate keeps 


them well fortified against 


Prices quoted by factories have not 
been changed. 

Range Boilers 
all 
holding 


advanced prices, 


boiler 
firmly 
creating a 


Practically manu- 
the 


con- 


range 


tacturers are to 


thus 


dition more favorable than any that 


has existed in recent years. Coverages 


are reported to have been more lim- 


ited than has been usual. Some 
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the larger plumbing contractors of May; others seemed to feel that price sheets have been announced in 
gtocked in a moderate way. Consump- business moderated slightly. Practi- the past fortnight. 
tion has changed little from the fair cally all, however, agreed that the Soil Pipe 
seasonal position that has obtained for business of April when totaled com- No change has been announced in 
some weeks. Factories are delivering pared favorably with that of the same prices on soil pipe in the Atlanta ter- 
range boilers as they are demanded by month in 1928S. Demand for imme- ritory for the past two weeks, and it is 
wholesalers. diate shipment is not as good as it reported that the soil pipe market is 
Boilers and Radiators might be, but that for specific future fairly firm. Master plumbers’ orders 
Some manufacturers saw an im- jobs is rather good. Shipments are were rather light for the first week in 
provement in boiler and radiator sales made promptly on both boilers and May, and little new business was 
in this territory during the early part radiators. placed. Shipments trom the makers 
are prompt, with no delays being re- 
ported. 


| T ae ; | ~ 
SO U HERAS I Pipe—Brass, Steel and Wrought ron 


Taking the Atlanta area as a whole 

Demand Continues Light— the demand for steel and wrought iron 
pipe has been only moderate during 

The same quietness that has pre- reinstallation work, coupled with some the past fortnight, and wholesalers 
vailed for the past four weeks in the fresh business, is expected to follow generally report light turnovers. Or- 
Atlanta area, as regards activities in Residential work continues to lead in ders for carloads ar cattered and 
the plumbing and heating field, con- this territory and has contributed in wholesalers as a rule are keeping their 
tinued well into May, with little or no a large measure to the total business stocks of a sufficient size to care for 
change in conditions being noted enjoyed by the plumbing and heating the immediate needs of the contra 


Construction work is still retarded contractor. tors, Mills are making quick ship 
and, while new construction is being Wholesalers’ stocks are of sufficient ments and no price changes have been 
planned in excellent proportions, size to grant immediate deliveries to nnouneed. 

building projects have not reached the’ contractors. Future delivery orders lk ittings 

stage where plumbing and heating were received in a very encouraging Neither manufacture) nor whole 
contractors are engaged to anv large number, and most observers hold an salers report anything distinct new 
extent. There is apparent, however, optimistic outlook for the immediat: in the movement of fittings into con 
with better weather conditions pre- future The price situation in the At umption, and business in this line is 
vailing, that buving will pick up as lanta area is firm and no changes in holding its own. accord » infor 


The Stock Market 


Range for Week Ending May 11, 19297 


Value High Low * Hizh Low (los Value Hil Low * H 





NP 131 9514 Air Re luction Sales Co 4 130 11934 1283, loo =122 11s National Lead Co., pfd., ““B . 1s | lis 
NP 62% 44 American Rad. & Stand. San. Cory 1 51%, 15! Hh) NP li 4’. National Radiator Cory \ if) (j i 
25 211 165 American Radiator Co., com 4 205 205 205 NP { Jat Radiator (Cor 

100 195 140 American Radiator Co., pid 1 18 ie ‘ ‘ j Herman Ne Cor 12 

25 121% RRL. American Rolling Mills Co . S08 1] 1] NP | |! Neptune Meter { : 4 { 
60 174% 11544, Anaconda Copper Mining ( \ 144 135 NP 8034 Ohio Brass | | { 
NP 140 1134, Anaconda Copper Mining Co., new, wi A 119%, #113 113 NP Hie } Republic Brass Cory ‘ 

NP 118% ROL. Jethlehem Steel Co.. com A 112% 106 LOG. NP 114 H) Renubhe Brass C. ry \ 1} | 

100 123 11634 Bethlehem Stee! Co., pfd 4 119', #118 114 NP Ge. 10 Richmond Radiator Co., cor H } 
NP 5514 42 Brunswick-Balke-Collender Co \ 17% 4 15 $5 NP af yal Richmond Radiator Co., pfd 
NP 192% 134 \. M. Byers Co., com L&E 162 154 154! NP 44 +] Ruud Mfg. Co 14 ; { 
100 121% 105 A. M. Byers Co. pid A&E 110'4 110', 110 ‘ NP r21, 4 Spang, Chalfant & CC: rr \ { {1 $13, 
100 127% 115 Century Electric Co., com F 118 118 11s ino Sy Spang, Chalfant & | 4 3 { 
50 4 2 Chicago Nipple Mfg. Co., A’ K i 2 it NP Bf is Standard San. Mfg. Co., con Lan § WN ) 
50 14 l Chicazo Nipple Mfg. Co., “B”’ B 100) «138 117 Standard San. Mfg. Co., pfd P ,&k 13+ 13s 13% 
25 48 45 (‘rane Co., com C +f) 15! 4) NP 9} zh Time-O-Stat Controlis Ce \ ( fj 

100 119 112 Crane Co., pfd C 7 117 117 NP 264', 196 Union Carvide & Carbon Cory 5734 6245 

20 2 1s Kagle-Picher Lead Co H 18% iI 1s NP L nion Carbide & Carbon Corp., new {6 R214 s4 
NP 35 1] Fairbanks Co., pfd A 247 19 21 20) 95 rf U.S. Cast Iron P. & F. ¢ i i 1! 
NP 51% 42 Fairbanks, Morse & Co., com { 4334 2 4? NP 195, 185% U.S. Cast Iron P. & F. ¢ t 1s 

100 100% 104% #Fairbanks, Morse & Co., pfd A 109 104 100 VP 19 17 Ul. S. Cast Iron P. & F. , 
NP 19% 11% Greenfield Tap & Die Corp B 17 17 17 NP 624g 4 U.S. Radiator Corp n B&é& D i }* 
NP 35 2434 ~=Iron Fireman Mfg. Co C 31 0) 31 NP 65 42 U.S. Rubber Co., con . #587 He = Bf 
NP 24234 155% Johns-Manville { ‘orp., com A 192 ISO) ‘ 1s LOO Y2! 5 dé { “. Rubber Co pid \ “4 ‘| Si'% 
100 122 119 Johns-Manville Corp., pfd A 122! 121 122 100 «193% 1571. U.S. Steel Corp., con \ 1s 1854 179 
100 122% 118'% Jones & Laughlin, pfd A&E 122 I21ig 121), 100 «144'4)«O14 U.S. Steel Corp., pid \ 142%, 142 14° 
NP 71 55% Minneapolis-Honeywell Rez. Co.,com.B & C 70 ite 70 NP y PA 1s | niversal Pipe & Radiat C4 i 14 } 
100 161 142'4 Minneapolis-Honeywell Rez. Co., pid. . B&C 161 161 16] NP 14°. 23 Walworth Co \ 414 

NP 72 4» Modine Mfg. Co B&C 72 63 hal, iP 30% 24 Wayne Co., con B & | Zz { 
NP 47% 39 Motor Wheel Corp 4 47% 4516 Hh1, NP 15 5 Wayne Co., pfd B & | 1] i if) 
NP 38 3344 F. kb. Myers & Bro. Co., com G 38 Tig OS loo 100g 98 Wheeling Stee! Corp., co: B 100 Tig 100% 
100 105 105 F. E. Myers & Bro. Co., pfd G 10 105 105 100 «135 31's Wheelin ee! Corp., pid 

100 «173 132 National Lead Co., com A 150 145 145 NP 2934 20) Willams Oil-O-Matice Htg. Cory ( ; ' 
100 14134 140 National Lead Co., pfd., “A” , 140l¢ 140 14 N] 2 town Sheet & Tube | 

*Where listed 
\—Ne rork Stock Exel é (~-Chicago > i ome 
B—N } tock Exchange 1)—Detroit Stock | ine H 


' 
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The Metal Market 


Average Average Average 
May 14 Mar., 1929 Jan., 1929 192s 
PIG IRON— 
ee, B GOUT, GB ccccccséscvenes $20.00 $20.00 $20.00 $18.54 
PLATES AND SHEETS— 
Steel boiler plates, Pittsburgh, per Ib. 1.95c 1.90¢ 1.90¢ 1.87¢c 
Blue annealed sheets, No. 10, Pitts- 
burgh, per Ib..... z.10¢c ~.10¢ z.10¢e 2.035¢€ 
Black sheets, No. 24, Pittsburgh, 
per Lb yA ja &-S9C 2.4dC 
TIN 
straits tin -* 
LEAD 
{ = y ote 
The Old Metal Market 
Dealers’ Buying Prices 
Per lb. Per lb 
Aluminum clippings ... ..18 Cc (‘opper, light . eee) 
} t 1g (Copper, uncrucibled wire........ l4toe 
- gh - 4c Faucets and valves cos eine -evae © 
[31 s, hea mixed pia )  ctedendee'e haw ee de ewk a olec 
i read Le ( Pe (SN ce cede i we sie scnwevens 914c 
1434 
NOTE: Prices are those quoted on Tuesday of this week. 


mation gained during the past fort- 
night. Most jobbers are reordering 
about as material is placed, and have 
ample well assorted stocks on hand. 
No changes in price sheets were made 
since our last report and shipments 
are regular. 
Knameled Ware 

Conservative buying was reported on 
the part of most contractors for the 
past two weeks, and most purchases 
made by the trade have been for im- 
mediate installation with little buy- 
ing reported for future delivery use 
Manufacturers have not sent out any 
changes in their price sheets and de- 
liveries are prompt. 

Pottery 

The lull in the construction field 
has affected sales in pottery and, as a 
consequence, business in this commod- 
ity is somewhat at a standstill. How- 
ever, the number of buildings: for 
which earthenware will be installed 
in the next 60 or 90 days from now is 
sufficient to indicate an early resump- 
tion of normal buying, according to 
most observers. Wholesalers have 
stocks sufficient to meet current needs 
of the contractors. No price changes 
have been announced and shipping is 


regular. 


Plumbers’ Brass Goods 

Wholesalers report that buying of 
plumbers’ brass goods has been only 
moderate for the past two weeks. It is 
reported that interest in both cast 
and tubular brass goods became a lit- 
tle more pronounced in the last sev- 
eral days, and that inquiries for future 
delivery orders were of sufficient mo- 
ment to warrant a rather optimistic 
view of business for the near future, 
according to most jobbers. Shipments 
from the makers are coming in 
promptly. 

Range Boilers 

Contractors report a rather light 
season and sales in this commodity 
did not figure prominently in the mar- 
ket since our last report. W hole- 
salers are buying where it is neces- 
sary to provide good working stocks 
to care for the immediate needs of the 
contractors. As a rule, shipments are 
made with promptness and no changes 
in the price sheets have been made. 

Boilers and Radiators 

Business in boilers and radiators is 
reported about normal for this sea- 
son of the vear. Stocks are well as- 
sorted and contractors experience no 
delays in securing material. The price 


situation remains unchanged. 


PACIFIC COAST 


Little Variation From Week to Week— 


(;eneral business along the Coast 
continues to show little variation from 
week to week. Building operations 
are not as numerous as last year at 
this period, although a fairly sub- 
stantial amount of work is in prog- 


ress, Distributors generally are carry- 


ing well assorted although not ver, 


heavy stocks and are replacing mer- 
chandise in about the same volume 
as sales. Jobbers’ prices vary some- 
what in the different jobbing centers 
and are firm in some. 
Soil Pipe 
This commodity continues in steady 


demand and, while most sales are in 
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small lots for immediate requirements, 
the gross amount of tonnage being 
consumed at present is about the aver- 
age for this period of the year. Most 
distributors have good stocks and ton- 
nage en route from foundries ig in 
sufficient volume so that the trade's 
needs are being taken care of without 
delay. 

Pipe—Steel and Wrought Lron 

Steel pipe continues to move in @ 
fairly satisfactory volume, which 
showed little if any change during the 
past few weeks. Stocks in distrib- 
utors’ hands are well balanced and all 
of the trade’s needs are being promptly 
taken care of. The demand for 
wrought iron pipe has not opened up 
to any appreciable extent, the trade 
continuing to purchase only as a defi- 
nite need for this commodity is cre- 
ated. Prices on both steel and wrought 
iron pipe remain unchanged. 

bh ittings 

Cast iron screwed, drainage and 
malleable fittings are moving in about 
the same volume as that maintained 
for the past month, with the trade 
generally purchasing in _ sufficient 
quantities to take care of immediate 
needs and very little if any forward 
buying being in evidence. Distributors’ 
stocks are in good shape and all orders 
received are being shipped promptly. 

Knameled Ware 

This commodity continues to move 
in a fairly satisfactory volume, al- 
though most purchasing continues to 
be for contracts secured and little if 
any forward buying is being done at 
present. Stocks in distributors’ hands 
are of sufficient quantity to assure the 
trade of prompt shipment of their 
needs when required. Coast factories 
and manufacturers’ warehouses are tin 
a position to ship promptly all orders 
received. Prices by all concerned re- 
main unchanged. 

Pottery 

The demand for this commodity Is 
about on a par with enameled ware 
purchasing, continuing in small lots 
only for immediate needs.  Distrib- 
utors are carrying normal stocks and 
the trade’s requirements are being 
promptly filled. Coast potteries are 
also in a position to ship promptly all 
orders received. Prices by all con- 
cerned remain unchanged. 

Plumbers’ Brass Goods 

The demand for plumbers’ brass 
goods as a whole is being maintained 
in a satisfactory volume, which, If 
anything, appears to be gaining. Dis- 
tributors generally are carrying stocks 
of sufficient quantity to assure the 
trade of prompt shipment of their or- 
ders. Prices by all concerned remain 
unchanged, 
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Plumbsteam Club Holds Theatrical 


The Plumbsteam Club, Philadelphia, Pa., in present- 
ing on April 24 its second annual entertainment and 
dance at the Elks’ Club not only offered a broader pro- 
gram than a year ago but one which seemingly was of 
greater interest and enjoyment to an even larger audi- 
ence than that which witnessed the first efforts in this 
direction. The first part, presented under the title 
“Plumbsteam Follies,” was a musical comedy farce, the 
score for which was laid in the office of a large plumbing 
and heating contractor. Dhiffhculties encountered by mas- 
ter plumbers in dealing, not only with customers, but 
with journeymen, apprentices and office help, formed the 
basis around which the play was written. Included 1n 
the cast, all of whom are in the Philadelphia offices ot 
their respective companies, were the Misses Catherine 
M. Hlubb and Lillian V. Lutz from J. D. Johnson Co., 
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Inc.; Miss Mabelle E. Kleck Bros. Co.; the 
Misses Jeanne Ik. Hogan and Catherine T. Byrne, Bruns- 
wick-Balke-Collender Co.; Miss Elinor L. McCrea and 
William Tyas, McArdle & Cooney, Inc.; Clifford R. 


Knight, Russell G. Knight Co.: A. S. Hajoca 


Smale. 


Rogers, 


Corp.; Joseph Kelly, Doody’s Plumbing and Heating 
Supplies; Harold B. Hess, Spartan Finance Co.; Paul 
©. Loesch, The North Philadelphia Supply Co., Ine.; 


T. B. Jones, Standard Sanitary Mfg. Co.; George H. 
Derbyshire, Derbyshire, Mack & Morgan, Inc.; Fred }. 
Ontario Plumbing Supply Co.; George H. 
Urwiler, Inc.; C. W. Cope, director of 
the National Association of Plumbing and Heating Sales- 


Sommers. 


‘Tomlinson Co.. 


men. 

Wilham W. Morgan, president, with the entertain- 
ment committee, W. H. Mitchell, G. D. Sandham, G. H. 
Lrwiler, J. A. Doody and Edwin Wilson, exerted a great 
deal ot effort in making the presentation a success. 


Conference on Simplification of Metal Toilet 


and Shower 


A GENERAL conference on simplification of metal 
AAtcier and shower partitions was held in Washing: 
ton, D. C., on January 16, 1929, at the United States De- 
partment of Commerce Building, under the auspices 
of the Division of Simplified Practice of that Depart- 
This was the second conference held on the 


manufacturers, architects, and 
officials, the 


ment. 
various 
engineers with government 
heing to standardize the sizes of metal partitions that 
with the re 


subject by 
purp: SC 


are used for shower baths and toilets, 
sultant elimination of the great number of different 
sizes that are now in use, and to make replacements 
both simple and easily obtainable. 

The Metal Compartment Manufacturers’ Associa- 
tion, through their simplified practice committee, 
have been working for some months past on a pro 
for the reduction in number ot metal 
After numerous meet 


eram sizes ot 
toilets and shower partitions. 
ings, the association presented the following recom- 
mendations to the Department of Commerce with the 
request that a general conference be called in order 
that a tentative recommendation may be submitted 
to the other elements of the industry for approval or 
modification. It was felt by the committee that the 
recommendations as herein presented embodied the 
best thought and practice in the industry, and as 
architects, con- 


such should beneficial to 


tractors and engineers, as well as to the 


prove 
manutac 
turers themselves. 

After some discussions and some small changes. 
the recommendations, the Metal 
Compartment Manufacturers’ Association to the De 
partment of Commerce, were accepted by the mem- 


as presented by 


bers of the general conference. 

Experience has shown that enclosures of the fol- 
lowing dimensions fulfill the requirements of the 
average installation, and these dimensions are recom- 
mended for use where special conditions do not make 
other dimensions preferable. 


Partitions 


Toilet and Dressing Room Enclosures 
Width 


(fenter to 


Door Arrangement Center) Depth 
kenelosures without doo! 2 + 2 2” 
kenelosures with full width doors swinging out 1k” 
IKenclosures with angle fronts with narrée doo} 

Pe bc on eve taws eee oS ta aa 04” 
Kenelosures with full width doors swinging in..32” 60” 


Standard Center-to-Center Dimensions 30”. 32”. 34”, 
36”. 
Standard Stock Sizes—Partitions: 


Depth Height Depth Height 


36” x 54” 650" x 54” 
is” x 94" 18” x 60” 
8” x 54” 94” x 60” 
94” x 54” 60" x 60” 


Standard Stock Sizes—Fronts: 


Width Height Width Height 
4 ” x 5 4 ” 5 ”” x RO * 
wr x 4" yr x hi" 
10” x 34” 10” x 60” 
13” x 4” 12” x §0O" 


Standard Stock Sizes—Doors (Does not refer to open- 


ings): 


Width Height Width Height 
24” x 54” 24” x 60” 
26” x 94” 26” x 60” 
28" x 34” zo” x OU" 
oO” x 54” 30” x 60” 
io” x 64" 32” x 60” 
34" x 54” 04” x 60 
Posts take up additiona! ‘2.’’ 
Standard Stock Sizes, Posts—-All posts shall he 


78” (providing for head rail 12” above the top of 54” 


partitions and 6” above tops of 60” partitions ) 


‘ 
. ea " hat > 
We | { “Nbie I i ( t) 


Standard hare 


Self-closing hinge. latch. pull and 


Standard Hardware 
sist of the following: 
bumper, and coat hook. 


Door Clearances—-lhe accompanying diagram and 


table are submitted for guidance in determining the con- 


under which an inswinging door will clear the 


ditions 
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fixture and the amount of such clearance, and to clarify 
terminology. 

7 A—Width of compartment. 
B—Depth of compartment, 
C——Door opening. 








X——Clearance. 











Oa 
aN) 
co 
by ee 





Zen A B C 7 
X 7 | | 30” 54” 28” 15%” 
| + \ | | ge” 54” 30” a.” 
| $7~~ 32” 60" 30” 55%” 
kK——A > 36” 60” 34” 23%” 
| 7+ Style of Fronts— fronts 


| \ (front partitions or tront 
| panels) of the style termed 


| \ 7 
| eg 2 wet 2 is mG tronts or angle 


fronts are preferred to cen- 




















ter fronts or T fronts. 

Height Off Floor, Partitions and Doors—The 
standard height off the floor for partitions and doors 
shall be 12 inches. 

Height Off Floor, Backs——It is recommended that 
backs be terminated on curbs at least 4 inches above the 
floor level. 

Shower Enclosures 
Standard Center-to-Center Dimensions—— 30", 56", 42” 


Standard Stock Sizes—Partitions: 


36” x 66’ ee” x 79" 
12” x 66 i2” x 72" 


Standard Stock Sizces—tfronts: 


Width Height Width Height 
12” x 66’ 1a" =x -72° 
18” x 66’ is” = ¢3” 
Standard Stock Sizes, Posts——All posts shall be 
78 inches (providing tor head rail 12 inches above tops 
of 66-inch partitions and 6 inches above tops of 72-inch 


partitions ) 
Style of Fronts—fronts (front partitions or tront 


7 


panels) of the stvle termed corner or angle fronts are 
preferred to that style termed center fronts or T° fronts. 
Gauges of Steel 

(lor Both Metal Toilet and Shower Partitions ) 

Flush-Type Construction —lartitions and = door: 
Panel sheet steel shall be of United States standare 22 
gauge (0.30) or heavier. 

Panel Type Constructions— Partitions of the following 


sizes or larger: 


Depth Height Depth Height 
54” x 54” 54” x 60” 
60” x 54” 60” x 60” 


Panel sheet steel shall be of United States standard 16 
gage. 

Partitions smaller than above mentioned, panel sheet 
steel shall be of United States standard 18 gauge. 
panel sheet steel shall be ot United States 


Doors o 
standard 18 gauge. 

Standard Finish-—All material shall be finished in 
a prime coat. Further coat is to be considered an extra. 
Terminology in Drawings 
The tollowing marks are recommended for the pur 
pose of clearly indicating when enclosures are to be 
constructed with wide doors and without fronts and 

when with corner tronts and narrow doors. 
No tronts require tull width doors, and corner fronts 


require narrow doors 


Although these recommendations are not tentative, 
final approval will be given in April of this year and 
will become effective on July 1, 1929; however, some 
manufacturers will begin to operate on the basis of the 
new dimensions sooner. It should be stated that these 
recommendations are not compulsory upon the trade, but 
by co-operation in using these specifications whenever 
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possible, extra expense and difficulties will be largely 
eliminated. 








— 





[In order to provide for changes in the proposed rec- 
ommendations, or other unforeseen difficulties that may 
arise in the future, a standing committee, consisting of 
tnanufacturers, contractors, architects and engineers will 
be appointed, whose duties it shall be to review from 
time to time and revise, if necessary, the present recom- 
mendations. 

Those present at the conference were: R. R. Bliss of 
the Metal Compartment Manufacturers’ Association; R. 
I. Carpenter, 19 West Forty-tourth street, New York 
City: P. Henry Davis, Bureau of engraving and Print- 
ing, \Washington, D. C.; W. F. Guthrie, Jr., Bailor 
Manutacturing Co., Atchison, Kan.; W. L. Hassenplug, 
Hart & Hutchinson Co., 721 Real [estate Trust Building, 
Philadelphia, Pa.; Le Roy E. Kern, American Institute 
of Architects, 19 West Forty-fourth street, New York 
Citv; P. \W. Kerr, Henry Weiss Manufacturing Co., 
llkhart, Ind.; A. J. Malmberg, Lock Haven Art Metal 
Co., Lock Haven, Pa.; F.C. Mills, Jr., The Mills Co., 
Cleveland, Ohio; W. P. Morrill, M. D., American Hos- 
pital Association, Columbia Hospital, Washington, D. 
C.; \W. V. Morrow, Jamestown, N. Y.; Logan E. Page, 
Hart & Hutchinson Co., New Britain, Conn. 

The Department of Commerce was represented by P. 
(1. H. Dunn and S,. F. Tillman, both of the Division of 
Simplified Practice. 

a 

Issues Balance Sheet and Income Statement 

The Universal Pipe and Radiator Co., New York City, 
recently issued its consolidated balance sheet and income 
account for the vear ending December 31, 1928, for 
itself and subsidiary corporations. The company showed 
total earnings from all sources of $882,816.79, after de 
ducting operating costs and sales expense. Net earn 
ings, after deducting interest, depreciation, taxes and 
other charges, amounted to $305,585.65. The statement 
also showed that the company had purchased $75,000 
of its debenture bonds, retired $1,250,000 par value ot 
its preterred stock and purchased for the treasury, sin! 
ing fund and retirement $689,000 par value subsidiary 
] 


or MIpany iy ymncds. 
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AND NOW! 











ce 
=5 go 
co i * 
cay oe oe. 
.) £2 — 
ob oa 
ba 
a 
, gett ERS Stee > 
Bn SRE 
ie 
i * m a . - 
os, 





FROM 3%” TO 2” INCLUSIVE 





OW you can secure Brass 

Unions made by Capitol 
—another quality product 
added to the already large 
line of Capitol plumbers’ brass 
goods. Made of high quality red 
brass, octagon pattern, heavily 
constructed and carefully ma- 
chined. Specify Capitol Brass 
Unions in your next order to 
your wholesaler. 


























Bohn Aluminum & Brass Corporation N 


APITOL BRASS DIVISIO 


MANUFACTURERS OF BRASS VALVES, BOILER TRIMMINGS AND PLUMBERS’ BRASS GOODS 


DETROIT ~ MICHIGAN 




















Georgia Convention Shows Association’s 


~ ee ie ey 





Frank Campbell of Augusta, new treasurer; C. W. 
elected president; 


S a milestone in the path of progress which its 
members have laid out for the Georgia State 
Association of Master Plumbers, the organiza- 

tion held its thirty-seventh annual convention April 
22 and 23 at Valdosta. The convention showed that 
the organization could not only look back to a year 
of honest accomplishment, but that it also had the 
spirit necessary to carry on the coming year’s work 
with the same intensity of purpose as employed in 
the past. 

The organization voted, not only to arrange for 
the securing of a state field secretary, but with the 
aid of the supply branch of the industry of the state, 
agreed to underwrite the salary and expenses for that 
secretary. The association agreed to the appoint- 
ment of an executive committee composed of three 
members and three supply men, the committee to 
have jurisdiction over the work of the secretary. The 
association also voted to work out a zone system 
whereby association activities could be carried on 
more easily. A resolution recommending that the 
national association establish a permanent office was 
defeated by a vote of the members, 





© — 





$$$ —_— 





H. B. Fuller of the Atlanta office of the Plumbing and 


Heating Industries Bureau, and L. U. Noland, director of 
the bureau 





Simpson, of Millen, newly 


Roscoe Rouse of Valdosta, new vice president 


Progress 


To Have State Field 
Man; Elect C. W. 


Szmpson as President 


J. Ulmer and Roscoe Rouse, two 
local master plumbers, acted as 
hosts, and helped the association to 
hold an unusually good convention, 
both in numbers attending and con- 
structive work done, and a great deal of credit goes 
to Retiring President Frank Campbell of Augusta, 
for his untiring efforts in building up a state mem. 
bership from 40 to 162, and for his personal calls, 
letters and good construc- 
tive ideas. 





Mr. Campbell was ably 
assisted in this work by the 
newly elected president, C. 
W. Simpson of Millen, H. 
B. Fuller, southeastern rep- 
resentative of the Plumb- 
ing and Heating Industries 
sureau, W. R. Puckett, 
secretary of the Atlanta as- 
sociation, and L. R. Newby 
of Macon, as well as the 
good will and help of all 
the members of the state 








Wilbur R. Dosher of Wil- 


association. W. S. Loftis in i, i. etme 
of Atlanta, told of the work director 

that had been done for the 

association and how it had increased its member- 


ship from 40 to 160 in the past year. “We are 
now powerful enough to be able to do things that 
will benefit the plumbing and heating contractor and 
the business as a whole. Everyone here is interested, 
and we have the manufacturers, wholesalers and 
salesmen to help us to be self-sustaining and a master 
plumber in the full sense of the word.” He urged 
zone meetings in the state, and that a plumber be 
placed in each zone to act as the direct representative 
of the state association. In this way, he said, every- 
one can know what is taking place, and it will keep 
us closer together. 


Elect New Officers 


The following officers were elected: President, C. 
W. Simpson of Millen; vice president, Roscoe Rouse 
of Valdosta; treasurer, Frank Campbell of Augusta; 
the secretary is to be appointed by the president. 


160 
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~The board of directors is to consist of the incoming | 
president and vice president, and also, W. S. Loftis 
of Atlanta, L. R. Newby of Macon and James Far- 
rell of Atlanta. 

The following committees were appointed to conduct 
the business of the meeting: Auditing, W. S. Loftis of | 








Left to right: C. W. Warner of Atlanta, past state president; 

Mr. and Mrs. W. S. Loftis of Atlanta; P. L. Guest, Sr., presi- 

dent of Atlanta association. Photos taken at the convention 
of the Georgia Master Plumbers’ Association 


Atlanta, chairman, H. F. Roller of Macon, and B. 
Seckinger of Atlanta; credentials, O. A. Kimball of 
Savannah, Frank Irby of Macon, and T. R. Stephen- 
son of Atlanta; membership and dues, C. H. Simpson 
of Millen and L. R. Newby of Macon; resolutions, 
P. L. Guest, Sr., of Atlanta. 


Plan Even Greater Progress 

At the Tuesday evening meeting, President Camp- 
bell asked everyone to speak freely, as the purpose 
of the meeting was to iron out any grievances on the 
part of members, salesmen, jobbers or manufacturers. 
L. U. Noland spoke as president of Noland Co., and 
said, “Are we a healthy child or a weak sister? If 
a weak sister, what are we going to do about it? 
The manufacturers and wholesalers and salesmen 
want always to co-operate with you, and you say 
that you want to co-operate with us. All right let’s 
forgive and forget. We have all been wrong at times, 
but we are here now to enter into a new era, and 
with your membership of 160 that represents most 
of the purchasing power of the state, let’s get to- 
gether. 

“We are here to discuss our common problems, so 
let’s get down to facts. Let’s meet our problems 
like business men, and do the things that are best 
for our business, and our association, and that will 
add dignity to our business.” He suggested the fol- 
lowing plan that was adopted: To appoint an execu- 
tive committee to meet several times a year; to have 
a Central, Western, Eastern, Northern and South- 
ern meeting with master plumbers, manufacturers 
and wholesalers and representatives of the plumbing 
and heating salesmen sitting in to discuss problems; 
if finances permit, to appoint a state field secretary 
to operate under the executive committee and state 
officers; to recognize the Plumbing and Heating 
Salesmen’s Association; the master plumbers to in- 
vest a reasonable sum of money toward the plumbing 
and heating business in the State of Georgia, and to 
pledge themselves for its officers and committees. 

P. L. Guest, Sr., of Atlanta, W. S. Loftis of At- 


lanta, and W. R. Puckett, secretary of the Atlanta 
association, all told of the work of the Atlanta asso- 
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KROY | 
Unit Heater 
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York Heating & Ventilating Corp'n 


Largest ‘Producers of Unit Heaters 
1573 Sansom Street Philadelphia 











More than 


a 
“Lucky Strike” 


A Box of Gold Nuggets 


Yes, sir! The plumber who 
displays a carton of DUR- 
A-BALS will find the profit 
from them the easiest he 
ever got. 


No effort. They sell them- 
selves and their fine quality 
and they stay sold. 





Guaranteed 
3 Years 


Ask your jobber 


LAVELLE RUBBER COMPANY 
320 W. Illinois St. Chicago, Ill. 
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DART 





UNIONS 


Here is a heavy pat- 
tern union made of the 
finest of malleable iron 
and fitted with TWO 
bronze seats. Makes up 


right the FIRST time. 


E.M. DART MFG. CO. 


PROVIDENCE, R. I. 


The Fairbanks Company, Sales Agents 
Canadian Factory, Dart Union Com. 


pany, Ltd., Toronto, Canada 
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Simplicity 
In installation — 
In operation— 
And thru long 
years of service, 
the simplicity of 
the Kalamazoo 
Water Supply 
System will be- 
come more and 
more apparent. 
Through your jobber or 
write us direct for full 
information and prices. 

NATIONAL 
WATER LIFT CO. 


Kalamazoo, Mich. 




















All Lead-Copper-Galvanized Iron 


SIMPLEX AND JUNIOR 
FLASHINGS FOR EVERY 
ROOF CAN BE HAD IN 
EACH OF THE ABOVE 
METALS. 


Write for prices and full in- 
formation on the easily in 
stalled, durable SIMPLEX 
and JUNIOR Flashings. 


SIMPLEX MFG. CO. 
2644 N. Ashland Avenue 
Chicago, Illinois 
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PENNA. RANGE BOILER CoO. 
24th and Washington Ave., PHILADELPHIA 
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ciation and the good work they had done in the past 
year, saying that the same could be done throughout 
the state if all would work together. Mr. Loftis 
spoke for a secretary for the state, and suggested 
that an executive committee, to be composed of three 
master plumbers and three wholesalers be in charge 
of the secretary. The master plumbers are to assume 
half the expense, and the wholesalers the other half, 
according to the plan, and to underwrite and guaran- 
tee a paid secretary's salary and expenses for a year. 
The plan met with the approval of the delegates and 
the master plumbers appointed on this executive 
committee were W. S. Loftis of Atlanta, L. R. New- 
by of Macon and James Farrell of Atlanta. ‘The 
wholesalers were W. F. Turlington of Crane Co., 
Macon, Charles Wilson of Mott Southern Co., At- 
lanta, and L. U. Noland of Noland Co., Atlanta. 

The Plumbing and Heating Industries Bureau 
was represented by H. B. Fuller, Southeastern 
representative, who spoke on the work accomplished 
in the state since last November, and urged that the 
state association take immediate action on an organ- 
ization plan which would enable him to work more 
effectively in the interests of the industry. He 
stressed the need for zone and district meetings 
several times during the year, in order that contrac- 
tors in the many smaller towns of the state might 
have the same opportunity as those in the larger 
towns to benefit from the bureau’s educational work 
and program. He also spoke of the interest of the 
Atlanta Chapter of the National Association of 
Plumbing and Heating Salesmen in helping the con- 
tractors become more effective merchandisers, by taking 
up some merchandising subject at each of these meet- 
ings, and urged all contractors to stop wasting the time 
of salesmen and themselves in discussing matters of 
no importance, and instead, be attentive to sales- 
men’s suggestions regarding more effective busi- 
ness methods. Attention was also called to the fact 
that the governor of the state of Georgia had taken 
steps to re-organize the state health department, 
with a view to making it a more efficient organiza- 
tion, and to give it power to improve state sanita- 
tion and modernize its sanitary codes and ordinances. 
He stressed the need for an educational program, 
and recommended that more educational work be 
done among contractors along lines of better busi- 
ness methods, and that contractors in turn do more 
advertising and educate the public to appreciate the 
value of modern sanitation and plumbing and heat- 
ing equipment. 

These recommendations were acted upon when 
Mr. Loftis, a past state president, called for mem- 
bers to underwrite a fund guaranteeing the salary 
and expenses of a field secretary to organize the 
state and to put into effect the plans proposed. The 
fund was quickly underwritten. 


Hear President’s Report 


“We are here for one purpose,” said President 
Campbell in his report, “to help each other, and noth- 
ing can be accomplished if we are divided. We need 
the manufacturers and wholesalers, and they need 
us. With all working as one unit much can be ac- 
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complished. So open the doors and let them stay 
open for any to enter or leave as they want, and 
let’s get down to business and do some thinking and 
talking and constructive work, and put the plumbing 
and heating business on a higher plane so we all 
can be proud we are in such a wonderful business 
and let the people of Georgia, and of the United 
States of America know that we protect the health 
of the nation. As you read through the report of 
this convention, and see the success these men had, 
[| know you, and every one connected with the busi- 
ness, will feel proud of what Georgia has done.” 

National Director Wilbur Dosher of Wilmington, 
N. C., brought greetings from the national office, 
and said that through the co-operation of members 
with their local, state and national organization, 
much could be done. He urged the delegates to have 
a feeling of friendship and to recognize the officers 
as real leaders. He said that friendship, loyalty and 
confidence were the things needed to put across any 
program, and that if one aimed at a nail, he would 
come close to hitting it. Mr. Dosher also outlined 
work of the national association and urged everyone 
to make a special effort to attend the national con- 
vention in June. T. R. Stephenson of Atlanta, spoke 
on co-operation. He said that if everyone worked 
together the association could get somewhere, “Let’s 
lay out a plan and live up to it. Treat your manu- 
facturer, wholesaler, salesman and customers well,” 
he concluded. 

L. U. Noland, a director of Plumbing and Heating 
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Puckett, 


Benjamin Seckinger of Atlanta, W. R. 
secretary of Atlanta association; Mose Daniels of Brunswick, 


Top row: 


who has been in business for forty-seven years; T. RK, Stephen- 
been in business for forty-eight 
Miles and D. L. MeLeighton, both 
M. Elliston, both of Waycross. 
and R. W. Manary of 
Roller, both of Macon. 


son of Atlanta, who has 
years. Middle row: C. R. 
of Baxley; J. M. Murray and O. 
Bottom row: H. F. Hart of Cairo 
Thomasville; L. R. Newby and H. F. 


Photos taken at the convention of the Georgia Master Plumb- 
ers’ Association 
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FOR HARD WORK 
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(x| For installations in pub- /B 
7] lic places where hard 
y work must be accom- 

plished, you will find 
4! Trenton Brass Ball B 
‘4! 6 Cocks and Flush Valves T 
xi long wearing and trouble- 
'e| free. Give them a chance 
‘7 4to prove themselves to 
vy] you. T 
»¢ 
4 
4 
| The Trenton Brass & T 
fe Machine Co. 
@) TRENTON NEW JERSEY 
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Represented by 
ROLLIN C. WILSON 


7 E. 42nd St., New York, N. Y. 
261 Franklin St., Boston, Mass. 
13 North Ave., East,Cranford,N. J. 























Cast Iron 
Refrigerator 
Drains 


This drain is furnished in three 
styles—deep—shallow and plain. 
Every problem of refrigerator 
draining has been taken into con- 
sideration in their design and the 
result is an efficient product 
superior for work of this type. 


Ask your jobber to supply you 


The EASTERN FOUNDRY COMPANY 


Philadelphia Office: Main Office and Factory Boston Office: 
940 Drexel Bidg. BOYERTOWN, PENNA, P. O. Bor 63 


New York Office: OD 
50 Church Street Cambridge, Mass. 
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PRISE 
manufac- 
turing processes and Enterprise 
machining are as perfect and as 
accurate as the functioning of 
an electric clock. It is upon 
this reputation for accuracy and 
perfection that our business has 
been built. 

You can be sure that we allow 
no possibility of chance enter- 
ing into the preservation of this | 
reputation. Enterprise is safe 
for you, all the time. 


| From your jobber 


ENTERPRISE BRASS 
WORKS 


Muskegon, Michigan 




















— KELLOG 


ELLOGG 


A Few Hours Work and It Has 
Paid for I tself 


KELLOGG 
Utility Paint 
Spraying 
Equipment 


$49-°° 













ADIATOR tubes, pipes, heating plants, and 
other objects are painted easily with this 
portable outfit. Uses any paint material. 


Weighing only 39 pounds and working from any 
light socket, it consists of: A real compressor (not 
a low pressure blower) with all necessary fittings; 
operated by 14 horsepower motor; suction feed 
spray gun giving perfect atomization, 15 ft. of hose; 
10 ft. of electric extension cord. 


Ask your jobber’s salesman, or write us for details. 


KELLOGG MFG. CO. 


121 Humboldt St., Rochester, N. Y. 











Industries Bureau, outlined the bureau and its 
policies and urged the members to dignify the busi- 
ness, and to enter the new era of business. He asked 
his listeners to become better merchants and better 
business men, and to eliminate criticism of the busi- 
ness and of competitors, but instead to be sincere, 
represent good products and show proper spirit, and 
not cheapen the business. 

He told of the progress in all lines of business, 
and of how the plumbing and heating is going ahead, 
but said that it must move faster, and that everyone 
must sell more, and talk more. ““We have something 
to sell besides material, and it 1s health and sanita- 
tion.”’ He urged the members to educate the public 
to have running water in every home and a heating 
plant in every cottage, to tie in with the national 
advertising programs of manufacturers, to sell more 
goods, to display goods, and to advertise. “You men 
are giving your time and money to come here for 
constructive thoughts and ideas, and all that you 
adopt be sure and carry home with you, and put 
them into practice at once. Know your costs, keep 
books, go forward, and don’t cheapen your work, 
for when you do you cheapen yourself and your busi- 
ness.” 

L. R. Newby, of Macon, told of his work with Dr. 
Rigley and Dr. Ambercrombie of State Board of 
Health in trying to revise an old state code through 
the co-operation of the board of health and the mas- 
ter plumbers’ association. He urged every plumber 
to speak to his doctor and board of health to sup- 
port the measure, and not for the men to try to legis- 
late, as he thought that more can be accomplished 
through the board of health, which is willing and 
ready at all times to be of service. Mr. Newby was 
given a vote of thanks for the fine work he had done, 
and told to go ahead and carry out the plans he was 
working on and to tell the board of health that 
the master plumbers’ association would help wher- 
ever possible. 


“~~ 


The convention was opened by National Director 
Wilbur R. Dosher, of Wilmington, N. C., who led 
the singing of “America,” after which the invocation 
was given by Rev. J. P. Dell of Valdosta. The 
Valdosta Male Quartette rendered several vocal se- 
lections. President Campbell introduced Dr, Clee- 
land, president of the Chamber of Commerce of 
Valdosta, who welcomed the delegation and praised 
the men for what they had done for sanitation, giv- 
ing the Panama Canal and several of the Southern 
states as examples of the great work the master 
plumbers had done in cleaning out unhealthy cond1- 
tions. 

Vice President C. W. Simpson told of the work he 
and President Campbell had done during the year 
and said that the association had to keep on going 
ahead and that the program before it was bigger than 
ever. He hoped each and every man would do his 
part, and said that, if they did, much could be accom- 
plished. 

P. Lee Guest, Jr., vice president of Atlanta Chap- 


_ter No. 15 of the National Association of Plumbing 
and Heating Salesmen, told of his association and 


its code of ethics; of its problems. He said that 




















a es a 








May 18, 1929 


some of the objects of his organization were: To 
have constructive thoughts and ideas, and to work 
for the interests of the plumbing and heating con- 
tractors; to ask the master plumber to support their 
work, and for all to co-operate. He concluded by 
saying that the salesmen’s association is ready and 
willing at all times to be of service, and hopes the 

















Top row: Roy Watkins of Crane Co., Atlanta; Miss Reese, 

Vrs. and Mr. J. B. Grant, all of Atlanta. Middle row: Mr. and 

Mrs. E. F. Broderick, Jr., and Mr. and Mrs. O. A. Kimball, all 

of Savannah. Bottom row: Joseph.A. Felton and R. H. Nes- 

bitt, both of Atlanta; E. C. Rigsby and J. L. Walker, both of 

Thomasville. Photos taken at-the convention of the Georgia 
Master Plumbers’ Association 


master plumber will understand what it is trying to 
do on a good sound constructive platform. Robert 
Wood of the Speakman Co., and W. A. Kelly of the 
Mott Southern Co., secretary of salesmen’s assoctia- 
tion, also addressed the meeting. 

The afternoon session on Monday closed at 3 p. m., 
so everyone could attend the fish dinner held 10 
miles out of town, at Twin Lakes Tavern. While 
waiting for dinner, some played cards, and others 
sang. The singing of the Salesmen’s Quartette, com- 
posed of R. Wood, Speakman Co., C. McCubbin, 
Walker Supply Co., Atlanta, W. A. Kelly, Mott 
Southern Co. and F. Moriarity, Standard Sanitary Mfg. 
Co., was one of the features. 


® 


Elect Delegates to National Convention 

Delegates to the convention of the National Asso- 
ciation of Master Plumbers to be held at Buffalo, 
June 25, 26, and 27, have been chosen by the Milwau- 
kee, Wis., Master Plumbers Association. They in- 
clude: Joseph Wittig, H. C. Weber, Peter Vogt, 
George Soergel, Walter Tesch, Hugo Lippert, George 
C. Block, O. A. Waskow, Joseph Brah, S. V. Hanley, 
Charles Heffling, Lester Horton, James Reddy, 
Charles Pelunek, A. J. Maag, F. C. Kuetemeyer, A. A. 
Hoffman, Louis Schmaus, Charles Voelz, Joseph 
Hahn, Byron Graper, and Albert Haack. 
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UNCONDITIONALLY GUARANTEED 
PNEUMATIC—STORAGE— SPECIAL 





»>ARROW = BLACK OR GALVANIZED 


TRADE MARK 
THE NOVELTY STEAM BOILER WORKS COMPANY 


Clare and Kioman Streets Baitimore, Maryland 
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Tank Fittings of Quality 


1856 **MeSHANE”? 1929 


The ORIGINAL Compound Lever 
Ball Cock. Elevated, Low-Down, 
Top and Bottom Supply Tank 
Levers and Valves. 


McSHANE 
BELL FOUNDRY CoO. 


Baltimore, Maryland 





























“SHEER COMFORT” 


Automatic Electric 


HEAT CONTROL 


Consumer’s Price 
$48.00 Installed 


H. M. 
Dept. DE 


Sheer Company 


Quincy, Illinois 














Patent No. 1640660. 









Real profits 


Sizziece fal from 
a et Me Heater coils 


a 


Perhaps you didn’t know your furnace coil business could 
be really profitable. It can! The patented Globe Sizzler 
gives your customers more hot water at less cost. It gives 
you a much larger profit than a home-made coil. Packed 
in cartons. Easy to handle—easy to sell. Send today for 
“The Truth About Furnace Coil Profits.” 

Sold Thru Plumbing and Heating Jobbers 


GLOBE MACHINERY & SUPPLY CO. 
221 W. Court Street Des Moines, lowa 
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For Economical 
Trouble-Free 
Service 


A fitting is as strong as the stuff 
of which it is composed, and as de- 
pendable as the care with which it’s 
made. Jarecki cast iron, made in 
our own foundry, is peculiarly close 
grained—no slag pockets or other 
imperfections. Jarecki malleable is 
air-furnace malleable—free from 
the defects that cupola melting can- 
not escape. Add to this unusually 
clean-cut threads (Jarecki is one of the world’s leading makers of 
threading equipment) and you begin to understand why so many 
companies standardize on Jarecki Fittings. 


JARECKI MANUFACTURING COMPANY 
Erie, Penna., U.S. A. 








**Always Dry”’ tells the 
entire story of Oatey 
Roof Flashing con- 
struction. 


No matter how long 
they have been in 


service,an Oatey 4” 
a 


never gets old. os 
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Ask your jobber to ” ad 
show you this roof a” 
flashing. See for a” 
vourself its unusual s” . 
construction. Then gg” ” 
try one on a job. ” ." 
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Study Contract Provisions 
for “‘“Extras”’ 


(Continued from Page 71) 


without the written authority required by the expres- 
terms of the contract, the property owner was not liabl: 
therefor. That the latter had the right to stand upon 
the provisions of the contract in respect to extras, and 
could not be held liable for extra work which was no! 
done in accordance with such provisions. 

In the light of the facts and holding of this, it con 
stitutes a striking illustration of the importance of care 
on the part of a contractor in performing extra work 
under contracts of this kind. Certainly, a contractor 
should, for his after protection, see that the terms of his 
contract are complied with before extra work is under 
taken. For, as we have seen, a failure in this respect 
may result in the contractor being denied any recovery 
for such work. 


‘Selling a Sink is an Easy Job”’ 


(Continued from Page 82) 


now before I leave, let me say that if this faucet should 
leak or anything go wrong, just call the office and it will 
be properly taken care of. Good afternoon! 

Plumber leaves by back door. 

(Knock at front door. ) 

Salesman: Good afternoon, Mrs. A., I have called 
to inspect the little job. I want to know that you are 
satisfied and the installation is entirely satisfactory. 

Mrs. A.: Come right in, Mr. Jones (goes to kitchen ) 
Isn't it beautiful? I am so well satisfied that I reall) 


feel like thanking you for calling my attention to this 





matter. 

My husband said last night that we need not b 
ashamed to bring any one into our kitchen now and 
©! what a difference in having the sink hung at the cor 
rect height. I also want to congratulate you on you 
plumber. He was so neat about his work and when he 
had finished he cleaned everything up so nice. 

‘Salesman: We try very hard to give satisfaction 
and are glad that you appreciate our efforts and now 
just one word before I leave. Remember, Mrs. A., we 
want to know when anything goes wrong, and are ready 
to give you dependable service at any time, and about 
the water softener, we will see that you are not forgotten. 

The End. 
+ 
Daniel E. Sheehan 


Daniel E. Sheehan, for many years a plumbing and 
heating engineer, died recently in Bangor, Me. Death 
was caused by paralysis in his sixty-eighth year. Prior 
to becoming a member of the firm of Sheehan & Wharff, 
he had been associated with H. W. Getchell & Co. 
Bangor. He was also superintendent of the plumbing 
and heating at the Bangor State Hospital. Since 1927, 
he has not been active owing to paralytic shock. Sur 
viving are his widow, two daughters, one son, one sister 
and one brother. The funeral services were held a' 
St. John’s Catholic Church. Mr. Sheehan had executed 
some of the largest plumbing and heating contracts in 
Central Maine. 




































Top to bottom: State President Edwin B. Clayton, / 
of Denver, Ben Bernzen of Boulder, state vice presi- 


dent; C. A. Newman of Denver, state secretary; R. G. 
Thomas of San Antonio, Tex., national director 





HE thirty-second annual convention of the Colo- 

rado Society of Sanitary and Heating Engineers, 

held at the Albany Hotel, Denver, April 23 and 
24, was one of the most constructive meetings ever 
held by that society, according to a number of old- 
timers who attended. A survey of the plumbing and 
heating business by the bureau of business and govern- 
ment research of the University of Colorado was en- 
dorsed, and the university was requested to proceed at 
once with the survey. M. B. Daniels, assistant secretary 
of the bureau of business research extension division 
of the university, explained what such a survey would 
mean for the plumbing and heating dealers, and told of 
what had been accomplished in other industries. 


Re-elect Officers 
The election of officers resulted in re-elections as fol- 


lows: President, Edwin B. Clayton of Denver; vice 





Colorado Endorses Survey 
by University 


Re- Elect Edwin bh. Clayton as 
President; Add New Members 


During Year 





president, Ben Bernzen of Boulder ; 
treasurer, H. W. McGee of Denver; 
delegate to national convention, Kd 
win B. Clayton. Clyde A. Newman 
was appointed state secretary. The executive committee 
will be appointed by the president. 

National Director R. G. Thomas of Antonio, 
Texas, represented the national association, and told 
of the many activities of the different committees of 
the organization. He told of the elaborate plans be- 
ing made for the coming national convention, and urged 


San 


all who could to attend. 

President Edwin B. Clayton gave a report of the 
work of his office for the past year, in which he showed 
that he visited several sections of the state, and that 
thirty-eight new members were added during the year. 

The convention was welcomed by Mayor Ben F-. 
Stapleton, who gave a brief outline of the Greater Colo- 
rado movement, and asked the support of all the men in 
the industry, to boost the state. An address of welcome 
was also made by Mrs. G. A. Stocking, president of the 
Denver Ladies’ Auxiliary, and it was responded to by 
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THE 
PIPE MASTER 


A REAL VISE 


Ready to use or ready to carry, in 
30 seconds. Compact, when it is 
knocked down—sturdy and rigid 
when set up. The Pipe Master is 
self-contained—no extra parts. 





Legs are locked into place by new 
tapered pin principle. Vise Jaws 
so designed that they will hold 
any kind of pipe or tubing without 
crushing or mutilating. 


The Pipe Master can also be used 
for a bender. 


Write for details about our free 
trial offer. 


SPENCER REGULATOR CO. 
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Many times the entire pipe line installa- 
tion depends upon the quality of the 
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Carl Jaenson, vice president of the Denver Master 
Plumbers’ Association. 

The resolutions committee offered several resolutions. 
There was a great deal of discussion on the resolution 
regarding a permanent national office. National Director 
Thomas said that it is the desire of the national officers 
to have a permanent office, and, as it would be located in 
Chicago, the expense would be shared with the offices of 
the Plumbing and Heating Industries Bureau, so that, 
in his opinion, it would not cost any more to support a 
permanent office than it does to support the office as it 1s 
now run. Another advantage of a permanent office, ac- 
cording to Mr. Thomas, is that it would give the na- 
tional president more time to devote to traveling about 
the country visiting various local association meetings 
and state gatherings. The resolution was adopted with 














f 
, Wed Z. 
Top row: V. A. Kiser of Denver, chairman of the entertain- 
ment committee; George Smith of Denver, past national 
director; J. P. Briekey of Denver. Bottom row: Frank UB. 
Mountain, president of Pueblo association; R. 8S. Palmer of 
Sterling; Col. W. G. Archer, Plumbing and Heating Industries 
Bureau. Photos taken at the convention of the Colorado 
Society of Sanitary and Heating Engineers 


the understanding that it does not bind the state dele 


gates to vote for it at the national convention if in their 
opinion it will prove a costly proposition. The resolu 
tion was worded as follows: Be it resolved that we the 
Colorado Society of Sanitary & Heating Engineers go 
on record favoring a permanent office for the National 
Association of Master Plumbers of the United States of 
America, said office to be located in Chicago, Ill. Reso- 
lution No. 2 reads: Be it resolved that we go on record 
as being in favor of the Plumbing and Heating Indus- 
tries Bureau, and that we give it both moral and finan- 
cial support. Another resolution endorsed the Greater 
Colorado Movement. 


Convention Committees 
The following were the committees for the conven 
tion: Credentials, Frank Bordeau of Denver, Moses 
Stone of Greeley, and Frank Mountain of Pueblo; audit- 
ing, Ben Bernzen of Boulder, E. E. O’Conner of Den- 
ver, and D. E. Burke of Pueblo; resolutions, Carl Jaen- 
son of Denver and Samuel Williams of Greeley; ap 


) 


prenticeship, J. P. Brickey of Denver, L. R. O’Rear o! 
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Stephen J. Slattery and Charles Larsen, of Denver; 
Sam Spinuzza, I. C. Casey and L. Burke, all of Pueblo. Bottom 
A. C. Dice of Fort Collins, Samuel Williams and E. H. 
Horton, both of Greeley; Peter Menzies, of the Denver Op- 
portunity School, W. 8S. White, president of The White Flush 
Photos taken at the convention of 
the Colorado Society of Sanitary and Heating Engineers 


Top row? 


row: 


Valve Mfz. Co., Denver. 


Denver, and W. S. Forbes of Pueblo; standardization, 
J. J. Wafer of Denver, H. H. Cannon of Pueblo, and 
J. C. St. John of Colorado Springs; supply house, Ben 
sernzen of Boulder, Samuel Williams of Greeley, O. H. 
Krueger of Ft. Collins, and H. H. Cannon of Pueblo; 
legislative, J. Boies of Ft. Morgan, M. Stone of Greeley, 
A. J. Kelling of Boulder, H. H. Cannon of Pueblo, R. 
Small of Denver, J. C. St. John of Colorado Springs, 
and O. H. Kreuger of Ft. Collins. 

Gustave A. Bittner, district manager of the United 
States Bureau of Foreign and Domestic Commerce, 
talked, and, with the use of charts compiled by his de- 
partment, showed that most of the failures of the small 
dealers are traced directly to the fact that they do not 
know their costs. One chart of special interest to his 
audience showed the average way in which each dollar 1s 
divided. Among the items listed were: food 28 per 
cent, clothes 23 per cent, automobiles 16 per cent, while 
plumbing was only five-eighths of 1 per cent. He said 
that, if the plumbing and heating dealers want to in- 
crease, they can do so by modernizing their selling meth- 
He did not advocate the door-bell ringing method 
of selling, as he said that that is now being overdone, 
but he said that if the master plumber would suggest the 
use of more modern plumbing in homes where he goes 
to fix old, out-of-date fixtures he would no doubt be 
successful in increasing his sales. 


ods. 


Colonel W. G. Archer of the Plumbing and Heating 
[Industries Bureau was one of the speakers on the pro- 
gram, and in his earnest manner told of the value of or- 
ganized effort. He complimented the delegates on their 
decision to avail themselves of the opportunity offered 
them by the university research, and told them that the 
bureau was back of them in every forward movement 
that will benefit the industry. 

Peter Menzies, instructor of business methods in the 
plumbing and heating department of the Denver Op- 
portunity School, told of the efforts being made by that 
school to develop the student along business as well as 
mechanical lines. Among the other speakers on the 
well arranged program was Harold L. Debus, traffic 
representative of the Western Air I¢xpress, who told 
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Sump Pumps .. . . 
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When you talk about 
Sump Pumps, you've got 
to talk about... . 
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of the advantage of air mail and air express service, 
in time saving, and the slight hazards there are in that 
kind of transportation. He said that in 1928 more than 
two million pounds of mail were carried by air, with 
a loss of little more than eight hundred pounds, and 
during the same year his company carried more than 
6,500 passengers, without a single injury or loss of life, 
a record of which no other kind of transportation can 
boast. 


J. A. Browlow, business manager for the journey- 
man union, spoke on the relations between employer 
and employe, and said that if every employer and em- 
ploye belonged to organizations strong enough to make 
their members live up to a code of ethics, there would 
be no reason for strikes and labor disputes. 

I. A. Fuller, state plumbing inspector, explained parts 
ot the new state plumbing law passed at the last meeting 
of the state legislature, and which is now awaiting the 
signature of the governor to become a law. 

State Vice President Ben Bernzen of Boulder gave 
an interesting talk on association work, in which he said 
that the only reason for an association is the amount 
of education a man can get from it. He said that a man 
starting in the plumbing business is really a journey- 
man plumber, with no idea of business methods, and 
that with the proper association he can get an education 
that will be of great assistance to him. He spoke of 
the helps offered by the Plumbing and Heating Indus- 
tries Bureau, and said that the trade magazines of to- 
day are an education in themselves, as they give help 
in both the mechanical and operating parts of business. 





Frank L. Mountain, president of the Pueblo associa. 
tion, stressed the need of more religion in the plumb 
ing business, and said that if the master plumbers showed 
more brotherly love and were more honest with each 
other, and honest with themselves, the business would 
show more profit for all. In closing, he said that the 
plumbing business is a profession worthy of being upheld. 




















Top row: E. E. O’Conner of Denver; C. A. Bottinelli, treas- 

urer of the White Flush Valwe Mfg. Co., Denver; W. E. Wal- 

lace of Denver. Bottom row: L. W. Hewitt, district sales 

manager, McQuay Radiator Corp., Chicago; C. R. Cooper of 

Denver; I. A. Fuller, state plumbing inspector. Photos taken 

at the convention of the Colorado Society of Sanitary and 
Heating Engineers 
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Hold Technical Conterence 


in Kansas 


URING the year, the School of Engineering 

and Architecture of the University of Kansas 
sponsors many meetings of engineering  so- 
cieties. In recent years there has grown from with- 
out as well as within a feeling that the school should 
sponsor some program for those interested in heat- 
ing, ventilation, and plumbing. Such a conference 
would discuss and attempt to solve various prob- 
lems of these industries, and also serve to create a 
hetter understanding between them and the public. 
To this end the first annual conference on heating, 
ventilation, and plumbing was held at the University 
of Kansas on April 9, 10, and 11 under the direction 
of A. H. Sluss, professor, mechanical engineering, 
as chairman of the committee on the conference. By 
quoting a statement made by Professor Sluss after 
the close of the conference, the aims and results of 
the conference might be better clarified: 

“The purpose of the conference on heating, ven- 
tilation, and plumbing at the University of Kansas 
is to draw attention to the added safeguards of 
health, the increase in comfort, and the saving in 
operation, which can be attained by new develop- 
ments in equipment and methods of operation of 
the mechanical equipment of buildings, and to stress 
the importance to master plumbers and heating con- 
tractors of providing the most efficient form of bust- 
ness methods and skilled personnel to properly take 
care of the new type of service which the public 
will shortly demand. 

“From our point of view the purposes were well 
carried out. All the papers were presented by ex- 
perts in their branch of the profession who confined 
themselves to a single phase of their branch and 
based their discussions on general principles. 

“A great deal of interest was shown in the address 





Top row: W. C. Shanley of Kansas City, Mo., manufacturers’ 
representative; H. Cusac and H. J. Becker, Kellogg-Mackay 
Co., Hutchinson; I. R. Roark, manufacturers’ representative, 
Kansas City, Mo. Bottom row: G. W. Zimmerman, EverHot 
Heater Co., Kansas City; George J. Redmond, Dempster Mill 
Mfg. Co., Kansas City; R. Shelton, Kohler Co., Kansas City; 
G. A. Dubey, Chandler Pump Co., Kansas City. Photos taken 
nt the convention of the Kansas Master Plumbers’ Asso- 
clation 
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Are Dubé Garbage Burning Water 
Heaters available for all types of 
installations? 


Yes. The smallest home or the 
largest hotel can have Dubé efficiency 
and economy. 


Is there any difference between the 
small models and the larger ones? 


In appearance, there is, of course, a 
difference but basic design and high 
quality materials and workmanship 
are the same on any Dubé Heater. 


Are Dubé Heaters guaranteed? 
Unqualifiedly. They are sold on the 
express qualification that they must 


satisfy. 


Where can I see a Dubé or get 
complete information on it? 


Your jobber will be glad to either 
show you the Dubé or give you all the 
data on it. Ask him at once. 


Dube Boiler Works 
1244 E. 73rd Street 


Chicago, IIl. 
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Control 


Entirely Gas operated 
Non Electric—No Volatile Liquids 
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Will control the Room Temperature 
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Top row: L. B. Jeffries, F. W. C. Bailey, of Eagle-Picher 

Lead Co., both of Joplin, Mo. Bottom row: Eugene Goodson 

of Kansas City, sales manager of A. Y. McDonald Mfg. Co.; 

Ralph R. Hicks, N. O. Nelson Mfg. Co., St. Louis. Photos 

taken at the recent convention of the Kansas Master 
Plumbers’ Association 


by F. C. Houghten, director of the research labora 
tory of the American Society of Heating and Ven. 
tilating Engineers, on ‘The Relation of the Work ot 
the Research Laboratory to the Heating and Ven- 
tilating Industries.’ To those in the field dealing 
with the ultimate consumer it is certainly of interest 
to learn of the progress which is being made in de- 
termining fundamental data and in fixing standards, 
so that equipment which they undertake to install 
will be successful from the start. 


“Dr. E. H. Lindley, in his address at the dinner, 
called attention to the increasingly technical nature 
of these industries with the consequent increasing 
dependence of the public on the skill and industrial 
integrity of those engaged in these industries. He 
expressed his desire to hold a conference next year 
and extended a cordial invitation to all in this dis- 
trict who are engaged in these industries to attend. 

“The conference would hardly have been possible 
without the cooperation of the Plumbing and Heat- 
ing Industries Bureau and the Kansas City chapter 
of the American Society of Heating and Ventilating 
Engineers. We wish to express our appreciation for 
their very fine help in preparing the program and 
arranging for the speakers. 

“From the standpoint of the university the con- 
ference was very much worth while. We have made 
many pleasant contacts with business men of the 
district engaged in the plumbing and heating indus- 
tries, and with others in related fields. We are 
planning a conference for next year which we be 
lieve will be of great interest and value to everyone 
who is interested in the mechanical equipment of 
buildings.” 


Good Management Demands Good Accounting 


In a paper on accounting methods, L. T. Tupy, 
associate professor of economics at the university, 
pointed out that although accounting gives figures, 
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compiled in standardized forms, the importance of 
these figures lies in their interpretation. A good 
accounting system is necessary in even the smallest 
business, for it gives knowledge of debit and credit 
standing, is very useful for taxation purposes (more 
especially the income tax report), and as an instru- 
ment of analysis it is indispensable. The accounting 
system is necessary for cost finding, and without 
knowing costs, intelligent bidding on installations 
cannot be done. A good accounting system, if used 
as an instrument of analysis, will discover both weak 
and strong departments or lines of the business, 
and possibly suggest remedies to make the weak 
department strong and the strong department 
stronger. Good management demands good ac- 
counting. 


Kf. C. Houghten, director of the research labora- 
tory, American Society of Heating and Ventilating 
engineers, Pittsburgh, Pa., gave several talks dur- 
ing his stay in Lawrence. He expressed the belief 
that the conference was a sign of co-operation in a 
branch of industry generally considered highly com- 
petitive and antagonistic in its methods. He sug- 
gested co-operation within the industry would bring 
about the general installation of better equipment 
and that this work would be done more economi- 
cally. This, he said, would result in more work for 
all. 

The heating and ventilating contractor is a con- 
sulting engineer rendering service to the public. 
The public must be educated to use experts in heat- 
ing and ventilating work. This will increase the 
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need of good plumbing. Or, as a later speaker ex- 
pressed it, the need is there, but the public must be 
made conscious of the need. 

Mr. Houghten mentioned that too often the 
plumbing engineer is considered one of’a meager 
and distasteful occupation, which is erroneous. In 
joining up with the university, in a conference, the 
university people tend to become mindful of the in- 
terests of the heating and plumbing industry. 


Mr. Houghten spoke of the necessity of establish- 
ing, through research, engineering data in the field 
of heating and ventilating. The problem of  sani- 
tation and care of food due to city congestion was 
early seen and has now been more or less satisfac- 
torily solved. In these fields, the necessary engi- 
neering data is now available. However, the neces- 
sity of proper air conditions to establish good health 
conditions has been overlooked until recent years. 
Because the engineer concerned with heating and 
ventilating has to solve more problems than right 
temperature alone, he might well be called an air- 
conditioning engineer. His problem is to produce 
air conditions which are best for health. 


Work of the A. S. H. and V. E. Described 


Mr. Houghten described the work of the society’s 
laboratory. This laboratory was instituted in 1919 
and is carried on for the primary purpose of gather- 
ing actual data about the effects of temperature, 
humidity, and air motion upon the health and com- 
fort of people in buildings. The society’s own lab- 
oratory occupies quarters at the U. S. Bureau of 
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Mines at Pittsburgh, Pa.; by co-operative arrange 
ment it works with the University of Minnesota in the 
study of heat losses through materials in the walls 
of buildings, at the University of Wisconsin on heat 
losses by air leakage, at Purdue and Kentucky on 
various heat losses, at Yale on the relation of the 
type of oil burner and type of boiler, at Washing- 
ton on garage ventilation, and at Harvard on the 
relation of air condition to health. 

The studies at the Pittsburgh laboratory have ex- 
panded into very exact and extensive tests and rec 
ords that have brought results likely to be useful 
not only for the air-conditioning engineer in his in 
fluence upon building and construction, but also to 
men dealing with hospitals and other health agen. 
cies. These studies have to do with the basic facts 
about the relation of humidity and temperatures to 
human comforts, the relation of air movements to 
apparent effective temperature, and to the curious 
question of the quality in out-door air that may or 
may not be necessary for the good health of man— 
the quality that is lacking, say, in the atmosphere 
of a crowded theatre, somewhat as the necessary 
vitamins are lacking in some of our foods. 

Many factors enter into air-conditioning. The 
problem of the small home, schools, audience halls, 
theaters, and factories all differ. The modern thea- 
ter, Mr. Houghten pointed out, is the most ad- 
vanced in air conditioning, and the reason is obvious. 
The theater is privately owned, and the public pre- 
fers a well ventilated and heated theater. Their pref- 
erence is such that the well ventilated and heated 
theater may attract the larger crowd of two theaters, 
though it have the poorer program, because of its 
superior air conditions. The result is that in thea- 
ters an endeavor is made to improve air conditions 
in summer as well as winter (cool in the summer 
and warm in the winter). In factories good air con- 
ditions are at a premium because the condition of 
the atmosphere may have a great deal to do with 
the efficiency of the workmen. 


Apprenticeship and Journeyman Methods of 

Training 

S. Lewis Land, educational director of the Plumb- 
ing and Heating Industries Bureau, told of the bu- 
reau and its work and aims. In the discussion which 
followed the apprenticeship and journeyman meth 
ods of training were the chief topic. There should 
be no compulsory methods of teaching—the inter 
est in the work should be sufficient. Mr. Land said: 
“No compulsion is needed any place if the proper 
relationships have been established.” The plumber: 
who refuse to train mechanics are harming them 
selves for those refused training may enter into com 
petition as independent contractors. This hurts both 
the plumber and the public. 


State plumbing codes were discussed. Mr. Land 


stated that the best argument that can be given fo: 
state legislation is that it “takes skill and educa 
tion” to do good plumbing work. 

Mention was made of the fact that training in me 
chanical trades is not so much needed as is training 
in business methods. 

John 


F. Hale, of the Chicago office of the 
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how his equipment will work at the highest 
ciency. 


Heating With Sub-Atmospheric Steam 


C. A. Thinn, engineer, C. A. Dunham Co., 
cago, Ills., spoke on “Heating with Steam Below 
mospheric Pressures.” 

The heating plant must be big enough to meet the 
most severe weather conditions, even though severe 
weather last only a very few days out of the 
[In preparing for these cold spells the result is gen- 
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ferent operating conditions, such as club rooms, 
offices, storerooms, theaters, etc., all in the same 
building. 

In the discussion following Mr. Thinn’s paper, 
mention was made of the possibility of increased 
fuel saving by lowering the flue gas temperatures. 


Advertising and the Plumber 


Professor W. A, Dill, of the department of jour- 
nalism of the university, gave a talk on the adver- 
tising program. 

In searching through twenty Kansas newspapers, 
Professor Dill found three advertisements by plumb- 
ers, and the only information carried in these ad- 
vertisements was the name, kind of work done, and 
the address of the advertiser. 

Plumbers need better advertising. Their’s is not 
the problem of a big advertisement program, but 
of making a small advertising program efficient. At 
present the plumber uses advertising methods that 
are old fashioned to other users of advertising. The 
present style is the “specific thing for sale” adver- 
tisement. The suggestion was made that the 
plumber in his ads continually remind the public of 
sunple matters which might be remedied by “just 
call the plumber.” _v 

Professor Dill suggested several aids to plumbers 
in advertising, among which were: 

1. Use advertisements prepared by the Plumb- 
ing and Heating Industries Bureau. 

2. Watch newspapers, especially those of other 
towns, and clip good plumbers’ ads for ideas. 


3. Use newspaper service magazines, which 
contain samples of ads of all kinds. 

4. Watch advertisements of heating, ventilat- 
ing, and plumbing equipment and fixtures 1n na- 
tional magazines, and use those which advertise 
equipment you handle. Probably many in the 
locality you serve have noticed some striking ad- 
vertisement. Place such an advertisement in 
your window, together with a note to the effect 
that you handle the product in the ad. 

5. Use the booklets furnished in quantity by 
manufacturers. Your name may be printed on 
the folder or booklet, and they can then be used 
by mailing to a selected list of prospects or as 
“stuffers” with the month’s bills. 

In the discussion, which followed, it was brought 
out that a selected list must be used for the purpose 
for which it was selected only, in order to have et- 
fective advertising by mail. 

The use of novelties with the concern’s name 
printed on it was suggested as a very good method 
of advertising, because the novelty may last for 
years and will keep the name of the concern betore 
the receiver of the gift during that entire time. 

Talks by L. W. Millis and George B. Glaskin con- 


cluded the program. 
® 


The Loftis Plumbing & Heating Co., W. S. Loftis, 
president, announces that it has moved from its old 
quarters at 440 Marietta street, to its new home at 45 
Mangum street, S. W. This organization is one of the 
largest in the South. 
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Convention Dates || «egcg” CIRCULAR WASH SINK. 


May 20 and 21, 1929.—TENNESSEE—The thirty-first annual 
convention of the Associated Master Plumbers of Tennessee, 
to be held at Knoxville. 

May 20, 21 and 22, 1929.—KENTUCKY—tThe thirty-third 
annual convention of the Kentucky State Association of Mas- 
ter Plumbers, to be held in Louisville, at the Brown Hotel. 

May 20 and 21, 1929.—-ALABAMA—tThe annual convention of | 
the Associated Master Plumbers of Alabama, to be held in | 
Montgomery. 

May 21 and 22, 1929.—PENNSYLVANIA—The thirty-fifth 
annual convention of the Pennsylvania State Association of 
Master Plumbers, to be held in Pittsburgh, with headquarters 
at the William Penn Hotel. 

May 21 and 22, 1929.—NEW JERSEY—tThe twenty-eighth 
annual convention of the New Jersey State Association of 
Master Plumbers, to be held in Elizabeth, with headquarters 
at the Winfield Scott Hotel. 

May 21, 22 and 23, 1929.—CALIFORNIA—The twenty-eighth 
annual convention of the California Merchant Plumbers’ Asso- 
ciation, to be held at Long Beach, with headquarters at the 
Hotel Virginia. 

May 23, 24 and 25, 1929.—W ASHINGTON—The thirty-fourth 
annual convention of the Association of Master Plumbers of | 
the State of Washington, to be held at Tacoma, with head- | 
quarters at the Tacoma Hotel. 


May 23, 24 and 25, 1929.—N. A. P. H. 8.—The fourth annual See Our Catalog Pages in the 
convention of the National Association of Plumbing and | | 


Heating Salesmen, to be held at Philadelphia. | Domestic Engineering Catalog 

June 7 and 8, 1929.—NORTH CAROLINA—tThe nineteenth 
annual convention of the North Carolina Association of 
Plumbing and Heating Contractors, to be held at Wrights- 


| 
} 
ville Beach, with headquarters at the Oceanic Hotel. ° . 
oo | D.A. Ebinger Sanitary Mfg. Co. 


June 10, 11, 12 and 13, 1929.—H. P. C. N. A.—The fortieth an- 
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nual convention of the Heating and Piping Contractors Na- | 411 West Town St. Columbus, Ohio 
tional Association, to be held in St. Louis, Mo., with head- Manufacturers also of Ventilated Closets, (/rinals, 
quarters at the New Jefferson Hotel. Steel Partitions for Toilet Rooms, Drinking Fountains 








June 11, 12, 13 and 14, 1929.—-N. D. H. A.—The twentieth an- 
nual convention of the National District Heating Association, 
to be held at Detroit, Mich., with headquarters at the Hotel 
Statler. 

June 25, 26 and 27, 1929.—-N. A. M. P.—The forty-seventh an- 
nual convention of the National Association of Master Plumb- LEONARD 
ers, to be held at Buffalo, N. Y., with headquarters at the 


Hiotel Statler. | Thermostatic 


June 25, 26 and 27, 1929.—N. A. M. P. AUXILIARY—The 


* 4 
eleventh annual convention of the Women’s Auxiliary to the | W t M 
National Association of Master Plumbers, to be held at Buf- | a er IxIng 






































falo, N. Y., with headquarters at the Hotel Statler. b ; 

June 26, 27 and 28, 1929.—A, S. H. V. E.—The summer Valve neocon ggg Pr agg ie 
meeting of the American Soeiety of Heating and Ventilating hesamniodn of other ihe 
Engineers, to be held at Bigwin Inn, Lake of Bays, Ont., Can. the Model B-20 can be 

September 3, 4, 5 and 6, 1929.—A. S. S. E.—The twenty-fourth : used, it will be found a 
annual convention of the American Society of Sanitary Engi- ed great money saver. 
neering, to be held in Detroit, Mich., with headquarters at the r\ Temperatures are auto- 
Fort Wayne Hotel. a a matically maintained. 

ae a Capacity 25 gallons per 
COMING TRADE EVENTS | minute under 40 lbs. pres- 

May 23, 1929.—The May meet of the Metropolitan Trade | | 4.) sure. Temperature scale 
Golf Association, to be held at the North Hills Country Club, ‘| 4] can be marked from 40 to 
Douglaston, L. I, N. Y. | lh 120° or 120 to 180°. 

May 23, 24 and 25, 1929.—-Three-day technical institute, to | a 
be held at the Carnegie Institute of Technology, Pittsburgh, ly | w Cnn 
Pa. a ! , | ry] 

June 3, 1929.—The regular golf meet of the Tri-States Golf ee eats lr po. n 
Association, to be held at Cambridge Springs, Pa. | | 14 - k } | f 

June 18, 1929.—-The June meet of the KHastern Trade Golf ‘= Lf 7a j \ 
Association, to be held at the Westchester Hills Golf Club, Se TT 
White Plains, N. Y. 4.9 patie Os Si | 

June 19, 1929.—-The June meet of the Heating and Ventilat- =i" LY 4 Sf Or» 
ing Golf Association of Philadelphia, to be held at the Spring i oe <9} } 

Haven Country Club. | / 

June 20, 1929.—-The June meet of the Metropolitan Trade Pre 
Golf Association, to be held at the Canoe Brook Country | 
Club, Summit, N. J. er 





June 24, 25, 26, 27 and 28, 1929.—-The annual exposition of 
plumbing, heating and allied products of the National Asso- 
ciation of Master Plumbers, to be held at the Broadway Audi- 
torium, Buffalo, N. Y. 


July 11, 1929.—The third meet of the Western Trade Golf 


Write for further particulars. 


LEONARD-ROOKE CO., Providence, R. I. 
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W hich 
Markets are Yours 


Ik YOU have only one type of oil burner to 
sell, you have only one market to sell. But 
there are three markets that can be sold. 
The low priced, the medium priced, the high 
priced, 


1/1 three can be yours. The International 
Line of oil burners opens them up to you. 
For the Line has three different types—the 
(aloroil, the Crescent and the Victory. They 
cover the price range and the type range. They 
meet the varying demands of the various 
markets—-demands of boilers, buildings and 
bank accounts, 


Why lose sales that might be yours? Why 
limit yourself to only one part of the large oil 
burner market? The International Burners 
(Corporation offers a three-unit cooperative 
dealer franchise that covers the whole field, and 
is backed by a well established company, long 
known for fair dealing. 


That franchise is a money maker for you, 
because Il paves the way for many, many more 
sales. Details are yours for the ask- 
ing. Write today. 





W rite for details 

of the Interna- 

tional three-unit 

_ co-operative deal- M ( 
er franchise. ) (( 


; 1s ’ 
VEAS “Lure 


INTERNATIONAL 


BURNERS CORPORATION 


Formerly The Caloroil Burner Corporation 


225 W. 34th St., N. Y. C. 


260 Tremont St., Boston, Mass. 
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Association, to be held at the Glen Flora Country Club, Wau- 
kegan, III. 

July 17, 1929.—The July meet of the Heating and Ventilat- 
ing Golf Association of Philadelphia, to be held at the Arono- 
mink Country Club. 

July 23, 1929.—-The July meet of the Metropolitan Trade 
(;olf Association, to be held at the Wykagyl Country Club, 
New Rochelle, N. Y. 

July 23, 1929.—-The July meet of the Eastern Trade Golf 
Association, to be held at the Woodmere Club, Woodmere, 
a 

August 20, 1929.—The annual outing of the Master Plumb- 
ers’ Association of the City of Passaic, N. J., to be held at 
Blatsberg’s Farm, Hawthorne, N. J. 

August 20, 1929.-—-The August meet of the Eastern Trade 
Golf Association, to be held at the Leewood Golf Club, Crest- 
wood, N. Y. 

August 21, 1929.—The August meet of the Metropolitan 
Trade Golf Association, to be held at the Upper Montclair 
Country Club, Montclair, N. J. 

September 17, 1929.—-The September meet of the Metro- 
politan Trade Golf Association, to be held at the Pelham 
(Country Club, Pelham Manor, N. Y. 

September 18, 1929.—The September meet of the Heating 
and Ventilating Golf Association of Philadelphia, to be held 
at the St. David’s Country Club, Wayne, Pa. 

September 24, 1929.—The September meet of the Eastern 
Trade Golf Association, to be held at the Fox Hills Golf Club, 





| Stapleton, S. I., N. Y. 


October 7, 1929.—The first Fall dinner and dance of the 
Portland, Me., Master Plumbers’ Association. 

October 16, 1929.—The October meet of the Heating and 
Ventilating Golf Association of Philadelphia, to be held at the 
Cedarbrook Country Club. 

October 17, 1929. —The October meet of the Metropolitan 
Trade Golf Association, to be held at the Westchester-Bilt 
more Country Club, Rye, N. Y. 

November 20, 1929.—The November meet of the Heating and 
Ventilating Golf Association of Philadelphia, to be held at the 
Green Valley Country Club. 








January 27, 28, 29, 30 and 31, 1930.—-The International Heat- 
ing and Ventilating Exposition, to be held at the Commercial 
Museum, Philadelphia, Pa. 


& 
To Fly to Rotary Convention 
W. R. Threlfall, of Wichita, Kans., a past presi- 
dent of the Kansas State Association of Master Plumb 
ers, and an active member of the Rotary Club of his 
city, is a member of the first Rotary delegation to fly to 





e 


a 











an International convention of the club. The accom- 

panying photograph shows Mr. Threlfall with some ot 

his party which will fly to the Rotary meeting at Dallas, 

Tex., along with a party of seventy Wichita Rotarians 
@ 

The bill providing for a revised plumbing code for 
Wisconsin which had been introduced into the state 
legislature, has recently passed the assembly and_ has 
heen ordered for engrossment. The revised code, 1! 
passed, will extend the licensing law to all of the cities 
which have water works and sewerage. 
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New York Master Plumbers’ 


Association 


The New York State Association of Master Plumb- 
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ers held its forty-first annual convention April 15, 16 | 


and 17 at the Van Cuyler Hotel, Schenectady. A re- 
port of that convention was published on page 134 of 
the May 4 issue of Domestic ENGINEERING. The fol- 
lowing is the remainder of that report. 

Mr. Cleverdon, in referring to the plan dealing with a 
four year course at New York University in plumbing 
which was laid before the convention at Rochester, said 
that while the idea has not been fully worked out, con- 
siderable preliminary preparation has been made. ‘The 


eround, six city lots, each valued at $10,000, on the | 
campus has been set aside,” continued the speaker, “and | 


the university architect has been instructed to make a | 


study of plans for the building which is to be four | 


stories, 50 feet by 120 feet.” 
general way the equipment that is proposed for the build- 
ing which, according to the speaker, is to be named the 
Plumbing Crafts Building. Mr. Cleverdon suggested 


He then outlined in a | 


that a committee of master plumbers be formed, who | 
understand the engineering features, to sell the idea | 


to manufacturers and jobbers. Mr. 
vote of thanks be extended Mr. Cleverdon for his full 


ee moved that a | 


hearted work that has brought about the opportunity | 


that is presented by New York University. This motion, | 


seconded by Mr. Welch, was carried. 

At the opening of the Wednesday morning session, 
Henry A. Allen, Capitol Trust Company of Schenectady, 
speaking on “The Old Fashioned Banker vs. Modern 
Methods,” drew a comparison between the highly scien- 
tific methods that now surround banking, making it a 


highly technical business, wrth the old days when bankers | 
were considered custodians and lenders of money. He | 


indicated the development of banking institutions during 
the past twenty years by saying that in 1908 there were 














Group of Manhattan master plumbers at the recent conven- 
tion of the New York State Association of Master Plumbers 





21,346 banks handling $19,583,000,000 as against 26,213 | 


in 1928 with deposits in the amount of $71,574,000,000 
exclusive of securities and trust funds, and said that 
by 1948 this amount will probably aggregate $240,- 
OO00,000 OOO. 

\ telegram of regret from National Vice President 
John A. Quinn, Philadelphia, Pa., who was confined with 
a cold, was read. 
President John EK. Dugan, Albany, who is in California, 
was also read. 


from John R. Lapham, dean of 


A letter was read 


One of greetings from Past State | 
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the school of engineering, George Washington Univer- 
sity, Washington, D. C., in which it was explained that 
the minutes of the recent Potomac States Institute may 
be obtained after May 15. 

The New Jersey State Association in a letter invited 
the delegates to be present at its convention on May 21- 
22 at the Winfield Scott Hotel, Elizabeth, N. J. 

A motion made by Mr. Murphy that a telegram of 
sympathy be sent to the Hon. William J. Flynn, Bronx, 
because of the serious accident Mrs. Flynn suffered, met 
with the approval of the delegates. 

On a motion from P. H. Gleason, a letter of sympathy 
was ordered sent to Thomas E. O’Brien, Brooklyn, who 
is ill. 

An invitation from Mr. Drake, as chairman of the 
exposition committee, in the form of a letter which out- 
lined the National convention program, was read. 

President rank submitted an exhaustive report of the 
year’s work. Mr. Murphy in moving that the president’s 
report be accepted with a rising vote of thanks, said: 
“IT know of no one who has filled the chair as efficiently 
and successfully from a financial standpoint.” William 
Wolff, Brooklyn, suggested that a copy be sent to each 
member of the association. This motion was carried. 

The apprentice committee, of which Thomas J. 
Whalen, Jamaica, is chairman, in its report called atten- 
tion to the reluctance exhibited by local associations in 
starting classes and urged that committees be appointed 
to work with local boards of education in this direction. 
The report also suggested that a state-wide one day con- 
ference be called to further this action. It brought at- 
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tention to the fact that trade papers through the publicity 
given in them are a great help. It has been found, ac- 
cording to the report, that many communities are so 
situated that one instructor can cover a large area. Enu- 
merating the cities in which classes have been formed, 
it put the total number of apprentice students at 571 and 
called attention to the attempt that has been made to 
form journeymen training classes throughout the state. 
It was indicated by vote that this report also be referred 
to the incoming administration. 

Thomas F. Nolan, Albany, chairman of the legisla- 
tive committee, in presenting the report of that com- 
mittee read copies of the bills presented at the state 
capitol since the last convention and admonished the 
members to take an active interest in all legislation per- 
taining to the plumbing and heating business. In con- 
nection with this suggestion, Mr. Nolan urged master 
plumbers to insist that men from their ranks be placed 
on boards in their communities, thus giving fellow mem- 
bers the benefit of keeping posted. In conclusion Mr. 
Nolan called attention to the work attached to watch- 
ing all bills so that any having bearing on the industries 
may be taken up, and asked that members notify the 
committee of any they may learn of. 

John D. Cooley, Manhattan, chairman of the san- 
itary committee, presented the report of that group in 
which were offered a number of suggestions dealing 
with a bill in the Legislature relative to a state plumb- 
ing inspector; a minimum plumbing code; more com- 
fort stations; rigid supervision of water sheds to keep 
them free from contamination; the erection of proper 
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sewage disposal plants to prevent pollution of rivers, 
and the urging of members to take an active part in 
civic bodies for the purpose of having a voice in the 
selection of committees that deal with problems relating 
to sanitation. It was voted to refer this report to the 
incoming administration. 

Chairman Wolff of the educational committee, said in 
his report: “I have been in communication with sev- 
eral local associations throughout our state and have 




















Top picture: Frank J. Davisson, J. A. Sexauer Mfg. Co., Ine., 

San Antonio; H. R. Shidel of Dallas, Eagle-Picher Lead Co. 

Bottom picture: H. H. Shuell of Detroit, H. Kynett of Dallas, 
both of EverHot Henter Co. 


gathered that a majority of associations have inaug- 
urated constructive plans in the interest of their mem- 
bers, by inviting prominent professional and business 
men and engineers to address their meetings principally 
on the subject of merchandising founded on sound and 
ethical business practice.” Mr. Wolff continued by 
saying that the oldest association in the country, located 
in a borough of Greater New York, has adopted the 
blackboard demonstration and lecture method, based on 
those advocated by the Plumbing and Heating Industries’ 
Bureau, of solving knotty problems concerning installa- 
tions in modern skyscraper buildings of tanks, pumps, 
fire equipment, filtering of the association equipment, 
sewage disposal, and any difficulty which a member 
cares to have discussed. 


“Your committee earnestly recommends,” he said, 
“that the delegates here in convention assembled take 
back these thoughts to their respective associations and 
at least give them a trial, if they have not already done 
so, in order to stimulate more intensive interest at their 
respective association meetings.” Among other things 
the report also mentioned in detail the educational work 
that is being done at Carnegie Tech and the three-day 
institute courses at New York University. Mr. Wolff 
in closing the report said, “I ask you to keep in mind 
that the next few years will set a standard in progress 
such as we have never before experienced; therefore 
let us do our part individually and collectively as a 
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state association to write the history of our industry in 
work that shall be everlasting.” 
The standardization committee report was presented 


| ly (seorge H. Drake. 


Mr. Fee, rendering a report of the scholarship com- 
mittee, read headings from the minutes of national meet- 
ings held many vears ago to show the trend the minds 
of early members followed. Some of these titles in- 
cluded: “The Architect in His Relations with the 
lumber ;” “Sanitation of Cities; “Proper Education 
of Plumbers;” “Purity of Metals;” “National Legisla 
tion and How It May Be Obtained.” Dwelling on this 
last one, the speaker explained that the article dealt 
with a petition to Congress and succeeded in having 
that body appoint a committee of one to study con- 
ditions in Europe. Among the others were: “Arbi- 
tration as a Means of Settling Disputes;”’ “History of 
the Bath;” “Water Supply,” and, according to the 
speaker, over forty years ago another indicated that 
methods for calculating the flow of water through pipes 
were dealt with, so that today the master plumber with 


_his delvings is keeping abreast of the efforts made by 
| pioneers of the early days. Mr. Fee in recounting the 


birth of the scholarship fund said that with $2,000 or 
$3,000 to start, it has grown to $210,633.30, every cent 
of which is to be applied to educational work. Con- 
tinuing, he said that the first five boys of a class of 
eight will graduate in 1930, being the first full realiza 
tion of the resolution made in 1923 which authorized 
the inauguration of the scholarship fund. The speaker 


_at this point thanked his fellow delegates for the $2,000 


contribution which was in addition to the $1,000 ten- 
dered earlier from the treasury of the organization and 
set the grand total for the state at $30,283.60. 

Bringing up the subject of the work that is being 
done at New York University, President Frank requested 
Past President Welch to deliver his report on the 
three-day institute held at that institution in January. 
The latter then told of the establishment of his program 
by the state association working with the university 


authorities. He also gave a brief summarization oi 
| the institute proceedings. 


| 


B. Joseph O’ Donnell, in making a report of his activ- 
ities during the year as a representative of the Plumb- 
ing and Heating Industries’ Bureau working under the 
direction of President Frank, told of each of his various 
visits to local associations in the zones throughout the 
state. He recounted the numerous meetings of repre- 
sentatives of manufacturers, jobbers and master plumb- 
ers where efforts were made with no little degree oi 
success to correct complaints and for the establishment 
of better business relations. His statement also containe«| 
a summarization of his work during the past two months 
in New Jersey with Edward F. Moore, field secretary 
of that state. Mr. ©’Donnell characterized the last 
mentioned state as being the best organized in the union 


'and said that this in a large -measure is due to the 


| 
| 


| 
| 


the opinion I have often expressed that the State o! 


efforts of Mr. Moore. He concluded with the state 
ment, “My work during these two months has confirmed 
New York, although it leads in membership, still lacks 
the services only a full time secretary can provide.” 
John KF. Rogers, Queens, responding to the call for 
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reports from zone chairmen, said that his illness ‘of 
eight months had handicapped him but on his recovery 
he visited the locals in his area and found them all in 
fairly good shape with the exception of his own, due 
to a loss of twenty members when a new system of 
dues was effected. This system in the Queens local, Mr. 
Rogers explained, based on earnings and ranging from 
$1 to $100, has proved satisfactory as most of the lost 
membership has been regained. An executive clerk 
has been employed, he added, and during the year twenty 
claims have been suitably settled. 

red Schmalstich, Bronx, reported for Zone Num- 
ber 2, said that a loss of eight members was suffered 
by one association in his area but that in other assocta- 
tions there was a total gain of 42, leaving a net increase 
of 34. Another item of importance, Mr. Schmalstich 
said, was the strike in Nyack which was amicably settled 
with an agreement. 

W. D. Atkins, Schenectady, submitted an account 
of the activities in Zone Number 3 and said that the 
Troy association had been dropped but that four of 
the members had come into the state organization 
as individual members. He also said that after all 
members had paid their dues, a net gain of ten was 
apparent. 

\W. E. Stradling, Utica, in recounting his activities 
in Zone Number 4, during the year, said that a vast 
amount of correspondence had passed through his 
hands and a large number of calls had been made. 
Mr. Stradling covered the work that was required 
in getting a plumbing code under the supervision of 
a plumbing inspector put through in Oneonta. 

frank Rinehart, Syracuse, in his report for Zone 5 
recommended the employment of a state field secre- 
tary. Mr. Rinehart indicated that as a result of 
considerable effort thirteen members were added to 
the roster. 

Oren C. Steele, Batavia, with a 100 per cent mem- 
bership in his association, said that the business de- 
pression which endured throughout Zone 6 for the 


Top row: H. C. Poehimann, Hoffman Specialty Co., Chicago; 

Kk. J. Keiser, Crane Co., South Bend; Ernest C. Traver of South 

Bend, Bottom row: Mrs. and Mr. Charles J. Miller of Crown 

Point. Photos taken at the convention of the Indiana Society 
of Sanitary Engineers 
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Truck of Ellis Billings of Arkansas City, Kans. 








greater part of the year had much to do with keep 
ing the gain in membership down to 18. Mr. Steele 
also included in his report accounts of visits to his 
section made from time to time by Mr. O'Donnell, 
President Frank and Secretary Ritter. 

At the conclusion of a report made by Mr. Welch 
for the memorial committee, a resolution expressing 
condolences was passed and was ordered sent to the 
families of the following: Albert J. Wilson, San 
Francisco, Cal.; Daniel J. Finnerty, Boston, Mass. ; 
Frederick Fladd and William J. McBride, Rochester ; 
William Miller, Albany; T. J. Gorman, Bronx; James 
W. Stutts, Buffalo; James Jarcho, M. F. Gleason and 
Frank Katz, Brooklyn; R. B. Russell, Queens; Nich- 
olas Lorenzo, William Leonewski, James Connelly, 
J. B. Ackerson, William Campbell, Edward Slosson, 
Morris Spergel, all of Manhattan. 

State Secretary Henry J. Ritter in his_ report 
thanked President Frank and the zone delegates for 
the co-operation which they had lent during the year. 
He earnestly urged local secretaries to respond 
promptly to correspondence and exert every effort 
in getting dues paid in as soon as possible. 

The report of the auditing committee was accepted 
when Mr. Cooley announced that the treasurer's 
books were in order. 

Mr. Arnone, reporting for the credentials commit 
tee reported that 186 from various local associations 
together with 11 individual members had presented 
credentials. 

K. J. Sheppard, field representative, Westchester 
County Master Plumbers’ Association, in a speech 
expressed the opinion that in order to build the 
foundations for the future of industries more solidly. 
apprenticeship committees whose members are com 
prised of both journeymen and master plumbers 
should be in control. Boys with high school educa 
tion should be sought as apprentices and should be 
more extensively interested in the training that 1; 
offered, was another thought expressed by the 
speaker. Mr. Sheppard also said that several state 
field representatives are needed to increase the asso 
ciation membership. Touching on the charge made 
by the state for plans on which figures were asked, 
he said that if a substantial amount were demanded 
unstable competition would be eliminated. 

State Secretary Ritter suggested that secretaries 
of local associations keep state secretaries informed 
as to what is going on in their cities, so that the 
work may be carried out in a more unified manner. 

Messrs. Drake and Ebke were delegated by vote to 
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purchase suitable tokens of remembrance for the re- 
tiring president and secretary. Ina like manner the 
appreciation of the convention was expressed to the 
Schenectady association and the trade press. Fol- 
lowing the election of officers it was decided by 
President McLoughlin to defer the selecting of zone 
delegates for a few days. 

The annual meeting of the New York State Asso- 
ciation of Master Plumbers was climaxed with a ban- 
quet at the Hotel Van Curler, Schenectady, at 
which William D. Atkins, secretary of the associa- 
tion in that city, as toastmaster greeted the delegates, 
their families and friends socially. 

Retiring President Frank, President Elect Mc- 
Loughlin, Mrs. Arthur Huck, president of the 
Women’s State Auxiliary, Past National President 
Nolan and J. E. Gheen, Albany, each spoke construc- 
tively of the organization. 

Practically every member of the Schenectady as- 
sociation contributed time and effort to the arrange- 
ments for the convention. F. J. Lapier, president; 
P. J. Kalteux, vice president; F. V. DeForest, treas- 
urer, W. D. Atkins, secretary; the members of the 
board of trustees: Thomas Walsh, Charles Gilgore 
and J. P. Sauerborn, were active in this work. The 
officers of the women's local auxiliary: Mrs, T. J. 
Sims, president; Mrs. B. M. Fraking, vice president ; 
Mrs. Fred Lambert, treasurer; Miss M. Plum, secre- 
tary, and members lent invaluable aid. 


’ 
Plumbing School Work Exhibited 


The work of the plumbing department of the Gen- 
eral Society of Mechanics and Tradesmen, 16-24 
West Forty-fourth street, -‘New York City, was ex- 
hibited recently in the classrooms from which 54 
students were graduated, 104 moved up from the 
first year class to second, and 140 from second to 
third. The society was organized in 1785, when the 
population of New York City was 23,614. 

Included in the exhibit were many exceptional 
examples of drawings, designs, layouts, etc. Joseph 
I. Taggart, consulting engineer, heads this depart- 
ment. John Lowe, Jr., chief inspector, Department 
of Water, Gas and Electricity, Borough of the Bronx, 
instructs first year men, and William -A. Jantes, 
Brooklyn master plumber, is the instructor of sec- 
ond year men. 

o 


New Jersey Masters Plan National 
Convention Trips 

The New Jersey State Association of Master Plumb- 
ers, through Field Secretary Edward B. Moore, has pre- 
pared two trips between which its members attending the 
national convention in Buffalo in June may choose. One 
of these is a direct round-trip, and the other is more 
extensive, including a visit to Niagara Falls, Toronto, a 
sail up the St. Lawrence river, Montreal, Quebec, Lake 
(Champlain, Lake George, and an overnight sail down the 
'ludson river. This latter excursion is scheduled to leave 
on the Lehigh Valley railroad early June 24, and arrive 
in Buffalo at 7:58 p. m. -On June 28, after the conven- 
tion is over, the Canadian trip starts, terminating in 
Newark the evening of July 4. 
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GENERAL CONTRACTOR ARCHITECT HeatTina ConTRACTOR FINANCIER 


What About a Change in the 
Plans --- Lowering the Entire 
Welded Pipe Line for Instance? 


THe Arcuitect: Changes 
in plans are sometimes 
necessary even when a big 
portion of the job of build- 
ing is completed. If we 
were to weld pipe and 
then find that it was, for 
instance, necessary to 
lower the entire line, how 
would we be able to do 
it with welded pipe? 

THe Heatinc Contrac- 
ToR: That would be easy. 
It is just another advan- 
tage of pipe welding. 





Let us assume that it 
would be necessary to 
lower the line one foot. 
The operator can easily 
cut the pipe from its 
installed position, cut a 
new opening where re- 
quired, and weld the con- 
nection in place. No other 
tools than his REGO 
welding and cutting 
torches are necessary. | he 
completed revision is just 
as strong, permanent and 
leakproof as the original 
pipe. 

THe Financier: Is that a 
time absorbing operation? 





THe Heatinc ContrRAct- 
or: Notatall. It is just 
as simple as it sounds 
There is new material to 
buy and with REGO 
equipment, a welder can 
do each operation in just 
a few minutes. 

THe GENERAL CONTRACT- 
or: That sounds inter- 
esting, Morgan, and I can 
readily appreciate how 
easily it can be done. 


The Bastian-Blessing Co. will be glad to send you 
the complete time and money saving data on 
REGO pipe welding, without obligation. Write for 
it at once. Or, ask your jobber. 


The BASTIAN- BLESSING CO. 


240 E. Ontario Street Chicago, Illinois 





Completing the Job 
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Vews of the accomplishments of the women’s 
auxiliarics tw of mterest to members of all the 
auxiliaries. Perhaps some of the smaller or- 
ganizations feel that the news they might send 
could not be of interest, compared with news 
of the happenings in larger societies. This sup- 
position is not true, however, as members of 
auxiliaries whose membership is small, as wel! 
as those with a large membership, are always 
walching for suggestions for making their 
meetings and social affairs more imteresting. 
Secretaries of all the auxiliaries can help 
women all over the country, and also create ad- 
ditional interest among their own members, by 


sending in news items promptly. 


New Jersey State Board Holds Meeting 

The state executive board of the Women’s Auxiliary of 
the New Jersey State Association of Master Plumbers held 
its quarterly meeting at the Elks Club on Wednesday, 
April 24. The meeting was presided over by Mrs. Charles 
Samuel of Montclair, state president, and attended by 
large delegations from all over the state. Many interest- 
ing questions were discussed and much business was 
disposed of. After the meeting, State President Mrs. 
Charles Samuel and Mr. Samuel, Past President Mrs. 
Charles Zimmerman and Mr. Zimmerman, of North Hud- 
son, Past State President Mrs. Leslie Williams of Orange, 
William Chesnut, president of the state master plumbers’ 
association, Mrs. William Chesnut, Field Secretary Moore 
and all the other members of the board, were guests of 
the Jersey City auxiliary at a dinner and theater party 


at the beautiful Stanley Theater. The occasion being the 





fifth anniversary of the Jersey City auxiliary, wooden 
favors (spinning wheels for the ladies and wine barrel: 
for the men) were given. 

A beautiful patchwork quilt was donated to the auxil- 
iary by Mrs. L. Komoski, president of the Jersey City 
auxiliary. The committee in charge of this most enjoyable 
occasion was composed of Mrs. L. Komoski, Mrs. J. T. 
Kdge and Mrs. J. J. Corcoran. 


Syracuse Officers Re-Elected 

Election of officers took place recently in the Women’s 
Auxiliary of Syracuse, N. Y. Members showed their ap- 
preciation of the officers for the past year by re-electing 
all of them for the coming year, as follows: President, 
Mrs. B. Jos. O’Donnell; vice president, Mrs. Arthur Cav- 
anaugh; treasurer, Mrs. John Snigg; secretary, Mrs. Wil- 
lard Spicer. At a later meeting Mrs. Spicer resigned, and 
Mrs. Francis Sheppard, of 519 South Beach street, was 
chosen to fill the office. 


South Shore Auxiliary Meets in Milwaukee 

The Ladies’ Auxiliary of the South Shore League ol 
Wisconsin held its monthly meeting recently at the Blatz 
Hotel, Milwaukee. Plans were made for a card party 
held Saturday, April 27, for the master plumbers ot 


Texas Auxiliary Holds Annual Convention 


PYSNHE Ladies’ Auxiliary of the Associated Master Plumb- 

| ers of Texas held an interesting annual meeting in 
McAllen, Texas, on April 16, with about thirty-five ladies 
present. 

The main object of this meeting was to elect new of- 
ficers for the vear and to present plans whereby they 
might be of more help to the master plumbers of the 
state of Texas. 


About fifteen new members pledged themselves to aid 


_ 


- 
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New officers of the Texas state auxiliary: Mrs. RK, F. Me- 

Carty of Harlingen, vice president; Mrs. George L. Smith of 

Amarillo, president; Mrs. Roy Burke of Amarillo, secretary; 
Mrs. R. G. Thomas of San Antonio, re-elected treasurer 
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in, the promotion of the auxiliary work throughout 192%. 
The auxiliary is to put on an extensive membership cam 
paign and try in every way possible to have a real busi 
nesslike organization following a definite plan for the 
betterment of the state along the lines of interest io 
the Associated Master Plumbers of Texas. 

The following officers were elected to serve the Stat: 
Auxiliary throughout 1929: Mrs. George L. Smith, 0! 
Amarillo, president; Mrs. R. F. McCarty of Harlingen, 
vice president; Mrs. Roy Burke, Amarillo, secretary, and 
Mrs. R. G. Thomas, San Antonio, re-elected treasurer 

It was voted that the State Auxiliary would pay $2» 
toward the expenses of the president and secretary to 
the 1930 convention, wherever it might be held. 

The entertainment program for the ladies consisted o! 
a luncheon at the Masonic Temple, on the first day of 
the meeting, a reception and entertainment at a nearly 
country club in the afternoon and a dinner dance i 
the evening. On Tuesday, they enjoyed a long drive ove} 
the Lower Rio Grande valley, with luncheon in th: 
Women’s Building, Harlingen. Tuesday evening Cal 
the entertainment across the Rio Grande in Reynosa and 
on Wednesday afternoon there was a shopping tour and 
theater party, 
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Racine. Following the business session, 500 was played, | a 
Mrs. Arthur Johnson and Mrs. Henry Smith receiving 
awards. After the meeting, the master plumbers were 
the guests of the ladies’ auxiliary, and Arthur Johnson 
and W. R. Pugh furnished entertainment for the eve- 
ning by telling of olden times. Mrs. Fuge of West Bend, 
Mrs. Johnson of West Allis, Mrs. Wallace, Mrs. Neary 
and Mrs. Robb of South Milwaukee, Mrs. Feiner, Mrs. 
seetcher, Mrs. DeLonge, Mrs. Sanderhoff, Mrs. Brunk, 
Mrs. Smith and Mrs. Pugh, all of Racine, were present. 


Greetings from Oklahoma 

The following letter has just been received from Mrs. 
William F. Black, state president of the Women’s Auxil- 
iary to the Oklahoma Master Plumbers’ Association. 

“This message will be to all 
our sister states. We are 
glad indeed to have an oppor- 
tunity of letting you know 
that Oklahoma has a real live 
state organization. What we 
lack in quantity we try to 
make up in quality, but we 
hope to be able soon to boast 


of both. The “Why” of the By-Pass in Cash 


‘*Co-operatio and organi- e 
oe ee Acme Automatic Pressure Control 


zation are our pet hobbies 


organization of the women to f r 


promote good feeling, fellow- 


cig tcianaatoniigyelagd Hot Water Heating Systems 


fare and prosperity of the 





master plumbers’ association: 

also co-operation in the or- | Cash Acme experience showed that the volume of 

water used in replenishing the loss in a system is so 

“There is so much women can do if they will just band | small that a large seat on the ena go regulator will 
_ : _ barely crack open, and catch bits of grit which will 

themselves together in little groups and pull together. prevent its closing. To overcome this condition, 


Mrs. William F. Black 


ganization. 


Two familiar sayings are: ‘United we stand, divided we | Cash Acme developed a sagen op -nagnenoan with . 
Gee a ee all seat whic »pen wide for even a sms 
fall;? and, ‘A house divided against itself cannot stand. small seat which ee a woe niggers — 

a ayes volume of water. This full opening passes the 

[It is necessary for us as joint members of the Association troublesome grit, leaving a clean seat which closes 

of Master Plumbers to organize and co-operate.”’ tight after each operation of the valve. 
. iia Obviously, the ideal small seat would interfere in 
Mansfield Auxiliary Holds Meeting the initial filling of the system,—and that is the 


‘‘why’’ of the by-pass. In short, the by-pass 


1. Permits the use of the ideal small seated pres- 
sure regulator in a valve which must pass a large 


Mrs. E. T. Malone recently entertained the Master 
Plumbers’ Auxiliary of Mansfield, Ohio, at her home at 


218 Sc Mai stree Ni . e bers ,[|ra ‘ese 
51 south Hain tre t. Nine members | were ii sent. volume only seldom. 
A short business meeting was held during which the 


2. Fills the system'quickly. 


nn 3. Passe > initis irty water around ‘valve 

the meeting a lovely luncheon was served. The next __3. Passes the initial dirty water around the valves 
' instead of through them. 

meeting will be held at the home of Mrs. Marlow, on 


subject of sanitation was discussed. At the close of 


4. Permits a cold water test for leaks at a higher 
SO Mi street. : 
a a See pressure than that of the regulator setting. 


Meeting Held by North Shore Auxiliary 
Mrs. John W. Moore, 2112 Grant street, Evanston, was 
hostess to the Auxiliary of the North Shore Sanitary 
Kngineers’ Association on Friday evening, April 19, at 


——--—-—_ > -----— 


In no other pressure control will you find the 
above important advantages, because 


Only Cash Acme has the By-Pass. (Patented 


her home. As usual, the weather was most inclement 

and consequently only ten members braved the down- A. W. CASH VALVE MEG. CORP. 

pour and attended the meeting. The regular business . . 

on 616 N. Water St., Decatur, Illinois, Mfrs. 

was taken care of, after which bridge and five hundred - . 
Sales Agents: Chas. H. Fiske, 431 So. Dearborn St., Chicago, 

were played. Honors went to: Mrs. Merganthaler and Ill. Telephone Harrison 4968. 

Mrs. Coel for bridge, and Mrs. Swift and Miss Esther Eastern Sales Agents: H. M. Flemming Co., 30 Church 5St.. 
New York City, N. Y. Telephone Cortlandt 1553 


Schmeisser for five hundred. Last of all, a delicious 
luncheon was served, and an enjoyable social hour was a 
fitting climax to a pleasant evening. The auxiliary had 
hoped to have Mrs. Fred Flader present and regretted 
that the bad weather prevented her from attending. 
Auxiliary members also extended their best wishes for 
the recovery ot Conrad Schmeisser, whose wife is a char- 
ter member, and whose daughter is president of the 
auxiliary. 
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Greeting from Massachusetts State President 

The following letter has just been received from Mrs. 
Clara A. Kieser, of Newton, president of the Massachu- 
setts Women’s Auxiliary: 

“I want to thank all our members for re-electing me 
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Top row: Mrs. V. L. Peavy of Milwaukee, Mrs. John Niewoeh- 

ner of Richmond, and Mrs. John Freitag of Terre Haute. 

Bottom row: Mrs. Arthur Lahr, Mrs. James Rae and Mrs. 

Frank J. Oberle, all of Lafayette. Photos taken at the con- 
vention of the Indiana Women’s Auxiliary 
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A 3-inch HyprRoLaToR 
installed in a 13-room 
house at Kenilworth, 





There Is Only 
One 
HYDROLATOR 
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as their president for another year. The past year has 
been a very pleasant one. We have made new friends, 
formed a new auxiliary and socially and financially every- 
thing has been a success. We want to thank all our 
friends in the industry for the co-operation and help they 
have given us, especially at our ladies’ night, on April 2, 
at the convention held at Hotel Statler. The proceeds 
derived from our entertainment far exceeded our ex- 
pectations. We thank one and all of our friends who 
have shown that they are willing to help us at all times, 
and we hope this year will be as favorable as the past 
one has been. 
“Clara A. Kieser, President.”’ 


New Auxiliary Formed in Boston 

The Women’s Auxiliary of Boston, Mass., was recently 
organized at a luncheon presided over by Mrs. J. Preston 
Perham, past president of the Massachusetts state auxil- 
iary. Mrs. C. D. Kieser, of Newton, president of the 
state auxiliary, President Robert A. La Centra, and Sec- 
retary Edward Kelly of the Boston association, addressed 
the ladies present. Officers were elected as follows: Presi- 
dent, Mrs. Herbert L. Rose, Jr.; vice president, Mrs. A. I. 
Russell: secretary, Mrs. Angelo Minella, and treasurer, 
Mrs. Andrew Curtin. Meetings will be held once a 


month. 


New Jersey Auxiliary Issues Convention Program 

The Women’s Auxiliary to the New Jersey State Asso- 
ciation of Master Plumbers will hold its annual conven- 
tion on Tuesday and Wednesday, May 21 and 22, at the 
Winfield Scott Hotel, Elizabeth, N. J. The various com- 
mittees have been hard at work for some time, and the 
following interesting program is the result of their work: 


What Every HyDROLATOR 
Installation Means to YOu 


A New Source of Hot Water Heating 
Profits 
] Now you can open up an entirely new field of profits 
installing the HYDROLATOR on “sick’’ hot 
water heating jobs and on hot water supply systems 
in hotels, apartments, etc. 


A Perfect-Working Job 
2 Every time you install a HYDROLATOR on a hot 
water system you have another perfect-working 


job to your credit. 


A Satisfied Customer 


3 As a_ good-will builder the HYDROLATOR is 
practically without equal in the heating trade. 
Customets with inefficient hot water plants will feel 
grateful to you for bringing real heating comfort to 
their homes. 


Write for Interesting Details 


JANETTE MANUFACTURING CO. 


DEPT. D5 
Singer Bldg. 556-58 W. Monroe Street Real Estate 


149 Broadway ee Trust Bldg. 
New York CHICAGO Philadelphia 


Representatives in Leading Cities 
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MAY 21 


Session 


TLESDAY, 
Morning 


9:00 a.m.—Registration of delegates. 


Welcome by ladies’ committee. 
Issuance of tickets for entertainment features. 
9:30 a.m.—Opening session of the New Jersey State Asso- 
ciation of Master Plumbers, Inc., ballroom, Win- 
field Scott Hotel. 
tecess. 
Afternoon Session 
2:00 p.m.—Opening session of the Women’s Auxiliary con- 
vention. 
Convention called to order by President Mrs. 


Charles J. Samuel. 
Transaction of routine 
Election of Officers. 
Adjournment. 

Dinner in ballroom, Winfield Scott Hotel. 
and entertainment between courses. 
WEDNESDAY, MAY 22 


business. 


Dancing 


9:00 a.m Ladies will assemble for bus ride through Union 
C‘ounty Park system. 
12:15 p.m.—Luncheon at Shackamaxon Country Club, West- 


field. 
1:30 p.m.—Card party. 
3:00 p.m.—Return to 

Crossing to 

Elizabeth. 
-00 p.m.—Annual banquet. 


Outerbridge 
Bridge to 


Perth 
Island, 


Amboy, 
(;oethals 


hotel via 
Staten 


‘ 
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Portland Auxiliary Helps with Oregon Convention | 


The Women’s Auxiliary to the Portland, Ore., Master 
Plumbers’ Association has made enthusiastic plans for as- 
sisting in the of the annual convention of 
the Oregon Master Plumbers Association, held in Port- 
land at the Multnomah Hotel, May 17 and 18. 

At the regular monthly meeting of the auxiliary, held 
at the home of Mrs. T. J. Rowe, Mrs. L. A. Beard, presi- 
dent, appointed the following committee to assist in the 
entertainment program for the convention: Mrs. R. D. 
Rennie, chairman; Mrs. George Kendall and Mrs. Stephen 
Pollitt. This committee worked with the master plumb- 
ers, having met with them on Tuesday, April 23, when it 
was decided to hold a card party on Friday evening and 
a banquet on Saturday evening at the hotel. A luncheon 
for the ladies was to be a feature of Saturday, and an 


social affairs 


informal reception and trip about the city the partial 
schedule for Friday. W. T. Finnigan was toastmaster 
at the banquet on Saturday evening. Two musical num- 


bers were arranged for, these being vocal solos by Har- 
Old Moore and Lucile Illingworth, both singers being ac- 
companied at the piano by Mrs. Beard, president of the 


Portland auxiliary. 


Youngstown Ladies Elect Officers. 


A card party for members and friends was given re- 
cently by the Women’s Auxiliary to the Youngstown, Ohio, 
Master Plumbers’ Association at the club rooms. Along 
with other decorations, the rooms looked most attrac- 
tive with the new chair covers which members of this 
organization took pride in making. Those winning honors 
were Mrs. A. G. Weinberg, Mrs. William Rowland, Mrs. 
J. C. Moss, and Mrs. George Seefred. Refreshments were 
served after the game. Mrs. Samuel Shelton, the social 
chairman, was responsible for the lovely time. 

At another recent meeting of the Youngstown auxiliary, 
the following officers were elected for the ensuing year: 


Mrs. George Blunt, president; Mrs. M. F. Rielly, vice 
president: Mrs. Samuel Shelton, secretary; Mrs. F. H. 
Kaercher, treasurer. Mrs. Harry Wormley, Mrs. J. F. 


McLoughlin and Mrs. C. W. Wilson comprise the board of 
directors. The National Scholarship Fund will again re- 
ceive $50 as a result of a vote by the auxiliary. This 
contributes to several local charities. 


Mrs. Fred Mayberry, 


organization also 


One new member, was welcomed. 
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HAT is the guaran- 

tee of the makers of 
the Star Dee Water 
Heater to you and to 
your customers. 


Simplest installation and 
operation are assured in 
the Star 
Dee line of water heaters. 













this leader of 


A note from will 
bring full information 


about the Star Dee line. 


you 


Star Dee Water Heater 
Corporation 
2013 12th St. Detroit, Michigan 


REPRESENTATIVES: Boiler of 


extra 

J. A. Parker, heavy 
3806 Bailey Ave., weight 
New York City copper 
hearing 

R. L. Parker, steel 


810 West Lake St., 
Chicago, III. 


B. P. Ozard, 
202 East Jackson 
ve., 
Flint, Mich. 
F. F. 
840 Tchoupitoulas 
street, 
New Orleans, La. 


Tranchina, 
Strongest 
known 
boiler 
Seams 
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100% 


Performance 


Snap 
acting 
thermostat 


Instan- 
taneous 
heating 
element 
made ot 
Dunite 
metal 


pacting 


Automati 
safety 


shut-off 























Include a 


HEALTH-O-METER 


—in your specifications 





The next time you figure on bathroom fixtures, 
include a HealthO-Meter bathroom scale as 
optional equipment. You will be profitably sur- 
prised at the favor with which this addition will 
meet. Weighing daily has become so recognized 
a part of the nation’s morning toilette that no 
bathroom is considered completely equipped 
unless it has a bathroom scale. Send for our 
proposition and color circular showing colors in 


which the Health-O-Meter is furnished. 
CONTINENTAL SCALE WORKS 


Desk 68-E 5701 S. Claremont Ave. Chicago, Ill. 
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The Best 
Galvanizing 


Before the iron is 
assembled for use a 
in the Bullard Ad- : 
justable Galvanized Iron and 
Copper Roof Flashing, it 
: 
+} 
i 
a“ 





passes through the best galva- 
nizing process known. 


From your jobber. 


It can be adjusted tor 


any roof. Galvanized HE BULLARD SPECIALTY CO. 


iron and copper. 


TIFFIN, OHIO 
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new AMPCO | 
STORAGE 
HEATER 


This heater has sixteen out- 





standing points of merit. 
We should like to tell you 
in detail how they can make 
you money. 


iL Write us today ! pl 


ARTISAN METAL PRODUCTS CO. 


Charlestown 22 Massachusetts 
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NASON | MANUFACTURING. CO. 


TI-FULTON ST. NEW YORK NY’ 
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_ For Kerosene 


The “BULL'S EYE” Kerosene 
Water Heater has the same principle 
as the “BULL’S © EYE” Gas Heater 

eliminates pencil-like coils—has large 


free passageways—lasts from 4 to 6 
times as long as old-style coil heaters 
The burner is a Giant Wick Burner 
heating 50% faster than the standard 
single burner. 

Except for burners, the two heaters are identi- 
cally the same. The Kerosene heater can easily 
be converted for use with public service gas at 
a cost of a few dollars. 

Price, $30.00 plus installation. 

Order from your jobber 


THE DUNHAM COMPANY 
BEREA (Suburb of Cleveland) OHIO °} 
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New Business ‘Centures 


Glendale, Calif.—_-L. E. High, 504 South Adams street, 
has engaged in business at 4009 West Sixth street, under 
name of G. S. High Plumbing Co. 

Stevens Point, Wis.—The Sanitary Plumbing & Heat- 
ing Co. has been opened under the ownership and manage- 
ment of Peter Zei. The firm is located at Illinois avenue 
and Madison street. 

Cle Elum, Wash.—C. F. Haines has engaged in busi- 
ness under the name of Haines Plumbing & Tinning Shop. 

Brooklyn, N. Y¥.—With a capital of $10,000, the firm 
of J. and B. Frankfort, Inc., has been organized, to do a 
general plumbing and heating business. Temporary ad- 
dress of the company is in care of I. Walsk, 26 Court 
street, Brooklyn. James Frankfort is president, and Ben- 
jamin Frankfort, secretary and treasurer. 

Milton, Ore.—-The Hoover Plumbing Co. has engaged 
in the plumbing and heating business. 

Duluth, Minn.——The Carlson Plumbing and Heating Co. 
has been incorporated for the purpose of engaging in the 
plumbing and heating business. The new corporation is 


capitalized at $50,000, and consists of 500 shares of stock 
with a par value of $100 each. Incorporators of the new 
company are: C. Walter Carlson, Alfred C, Carlson and 
Amasa Wheeler, all of Duluth. 

Burns, Ore.——Cortley Allen and William Spencer have 
formed a partnership and engaged in the plumbing and 
heating business. 

West Haven, Conn.—B. T. Joyce, Inc., has been granted 
a charter to conduct a plumbing and heating contracting 
business. The incorporators are B. T. Joyce, Kelsey ave- 














Top row: John E. Green of Detroit, past president of Michi- 
gan association; Mrs. John E. Green, John Watsen of Port 
Huron, newly elected president of state association. Middle 
row: Bert Lindebaum and A. W. Eurich, both of Bay City. 
Bottom row: E. H. Fisher and Gainey Shaw, both of Flint; 
Ww. S. Ames, president of Flint Master Plumbers’ Association: 
Bert Volker of Flint. Photos taken at the recent convention 
of the Michigan State Association of Plumbing and Heating 
Dealers 
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nue; Daisy Joyce and W. L. Larash, 408 Union avenue, all 
of West Haven, The company has an authorized capital of 
$50,000 of which $40,000 has been paid in. 


Buffalo, N. ¥.—Sidney L. Reilly has established a heat- 
ing contracting business at 151 Nassau street, Kenmore. 
It is known as the Delaware Heating Co. 

Chicago, Iil.—The Crawford Heating Co., 1508 Craw- 
ford avenue, has been incorporated to carry on a heating 
contracting business. Frisch & Frisch, 134 North LaSalle 
street, are the correspondents. 

Los Angeles, Calif.—John Duffatp, William A. Smith, 
Joseph Becktel and A. N. Godson have engaged in busi- 
ness at 329 East Ninth street, under the name of Atlas 
Plumbing Co. 

Fowlerville, Mich.—Guy A. Barnes of Williamston, has 
opened a plumbing and heating business. 


Portland, Ore.—The Western Plumbing & Heating Co. 
has been incorporated hy Chester A. Lynds, John H. Kaye 
and C. H. Greene. 

Windsor, Colo.—A. R. Ostrander of Longmont, has left 
that city to open a plumbing business in Windsor. 


Brooklyn, N. Y.—Hall and Kregsman, Inc., with tem- 
porary headquarters in care of J. S. Byrne, 26 Court 
street, has been incorporated with a capital of $10,000, 
to establish a plumbing and heating business. 

Columbia, S. C.—Joseph W. Clark, 1236 Main street, 
has recently opened a plumbing and heating business and 
is operating under the name of the Clark Heating Co. 

Santa Monica, Calif.—The National Plumbing & Heating 
Co. has engaged in business at 1344 Fifth street, under 
the management of Anthony Peter Dederichs. 


Villa Park, Ill.—A. J. Loufek has entered the plumbing 
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Top row: W. O. Good, plumbing inspector, Hutchinson; W. O. 
Stevenson, Kelloggeg-Mackay Co., Dodge City; O. W. Golden, 
Kellogg-Mackay Co., Hutchinson; R. E. Bidwell, vice presi- 
dent, Kellogz-Mackay Co., Chieagzwo; W. W. Hebenstreet, man- 
ager, Kellogg-Mackay Co., Kansas City, Mo.; Carl McGregor, 
of Winfield, new president of the Kansas Association of Mas- 
ter Plumbers; R. D. Anderson of Pratt, William KR. Threlfall 
of Wichita, retiring president of Kansas ussociation. Bottom 
row: T. A. Stockstill, W. B. Young Supply Co., Kansas City; 
W. A. Russell, U. S. Radiator Corp.; Fred C. Burns, Kewanee 
Boiler Corp.; W. D. Case, Deming Co. Photos taken at the 
recent convention of the Kansas Master Plumbers’ Association 


south of 
business 


and heating business on Ardmore avenue, just 
St. Charles road. He at one time operated a 


in Cedar Rapids, Iowa. 
Rochester, N. Y¥.—The Genesee Heating Service, Inc., 
a new heating and plumbing concern, has been incor- 





C&S Shower Doors 





























NONPAREIL MODEL 





C & S Shower Doors and Shields are 
made in many styles and models. 


We advise you to look over our com- 
plete catalog or write us for special 
information before you specify this 
type equipment. — 


Furnished in 
silver and nickel plate finish. — 





Chromium —- nickel 


Write us today! 























Crist & Schilken Co., 
Pittsburgh, Pa. 


Inc. 


*: door that opens way te bigger profits 
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Figure 235 
ACID PROOF LABORATORY SINK WITHOUT 
BACK, SHOWING LUTE TRAP 
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Figure 267-A 
ACID PROOF RUNNING TRAP WITH 
CLEANOUTS AND PLUGS 


with 
KNIGHT-WARE 


For more than a score of years KNIGHT-WARE 
Acid Proof Chemical Stoneware has been used as 
plant equipment in the actual manufacture of all 
acids, alkalies and corrosive chemicals where natu- 
rally it has been called upon to combat the most 
severe of conditions. 


Not only has KNIGHT-WARE been entirely suited 
for such work but also it is admirably adapted for 
use in all buildings having an acid or corrosive waste 
such as HIGH SCHOOL, COLLEGE and UNIVER- 
SITY CHEMISTRY BUILDINGS, INDUSTRIAL 
AND PLANT LABORATORIES, HOSPITALS, NEWS- 
PAPER AND PRINTING ESTABLISHMENTS, etc. 


KNIGHT-WARE Acid Proof Laboratory Sinks are 
made entirely in one piece and are entirely seamless 
and without joints. The faces are smooth and 
corners well rounded making them easy to clean 
and keep clean. Sinks are available in any size and 
pattern that may be desired. 


KNIGHT-WARE Pipe and Fittings are ideal for 
Waste, Drain and Ventilating Line equipment. 
Available in all bores from % inch up to 60 inches 
with standard or special Fittings as needed. 


All KNIGHT-WARE equipment is GUARANTEED to 
be acid and corrosion proof throughout the entire 
body of the ware, free from defects and satisfactory 
in EVERY respect. It will withstand the action of 
acids, alkalies, chemicals and all corrosive solutions 
and gases, weak or strong, hot or cold. 


We shall be glad to be of service. 


MAURICE A. KNIGHT 


OFFICE AND PLANT 


AKRON, OHIO 
OFFICES: 


York City Philadelphia 


New i alo Detroit 
404 World Bldg. 1600 Arch Street Crosby Building 10-233 General Motors Bldg. 


Toronto, Ont Montreal, Que 
608 Temple 1307 Notre Dame St.. 
Building West 


San Francisco 
Merchants Exchange 
Building 








DOMESTIC ENGINEERING 














May 18, 1929 











Top row: L. C. Fish, National Radiator Corp., Chicago; D. A. 
Westbury, South Bend; O. S. Lippman, Kellogg-Mackay Co., 
Chicago. Bottom row: W. M. LaFortune, E. J. Fredricks, 
John J. Kestler, all of South Bend. Photos taken at the 
convention of the Indiana Society of Sanitary Engineers 


porated with a capital of 500 shares of stock with no par 
value. The following are directors: Frank E. Devans, 
246 Elmdorf avenue; Lewis Clinton, 72 Canterbury Road, 


and Herbert R. Reif, 1014 South Goodman street. 


Huntington, Ind.—A. A. Metzger has opened a plumb- 
ing and heating establishment at 32 West Washington 
street. 


Lake City, Minn.—-F. A. Brettschneider recently bought 
a building on Main street, and is having it remodeled for 
his plumbing business. 

Shelton, Wash.—D. M. Reamer and R. K. Boren have 
engaged in the plumbing and heating business under the 
name of Model Plumbing & Heating Co. 

Detroit, Mich.—-The Glasier Plumbing & Heating Co., 
3716 Fenkell avenue, has been incorporated. 

New York, N. ¥.—The Kennedy Plumbing and Heating 
Co. has recently been incorporated, to operate a plumbing 
and heating contracting business. The new concern is 
represented by Reswick and Arvutis, 15 Park Row. 


Business C hanges 


New York, N. ¥.—Jacob F. Oberle recently announced 
the removal of his main office to 630 Second avenue. The 
branch office remains at 78 Frankfort street. 


West Hollywood, Calif.——R. E. Fountain has begun the 
construction of a plumbing and heating shop, 25x35 feet, 
at the northwest corner of Robinson boulevard and 
Rangeley avenue. 


Morrison, Tll.——-R. A. Thomason recently purchased th: 
business block at 203 West Main street, and has moved 
his plumbing business to that location. 


Oswego, N. Y¥.—The Standard Plumbing Co., 169 Wes! 
First street, of which Charles Dings is president, has 
moved to a building at 149 West First street. 

South Bend, Ind.—The O.K. Plumbing and Heating Co 
has increased its capital stock in the sum of $10,000 pre 
ferred. 


Rochester, Minn.—-The Maass & McAndrew Plumbing 


and Heating Co. has started construction of a store build 
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ing on Broadway, and will move the business to that lo- 
cation when it is completed. 


Klamath Falls, Ore.——E. M. Igl and R. Smith have sold | 


their interests in the plumbing and heating departments | 


of The Lorenz Company, 123 South Sixth street, to 
W. M. Lorenz. 

Vassar, Mich.—The V'assar Plumbing and Heating Co. 
recently moved to a new location. 

St. John, N. B., Can.—After being in business steadily 
for 40 years as a plumbing and heating contractor, J. H. 
Noble has announced his retirement. A. H. Farrell, who 
had been in the employ of Mr. Noble for 13 years, has 
tuken Over the business, and will continue it. Mr. Farrell 
has moved the store, office and workship from the City 
Market building to 156 Prince William street in the same 
city. 

Kaukauna, Wis.—W. C. Ditter & Sons are improving 
their store on East Second street. 

Wabasha, Minn.—Frank J. Madden, proprietor of the 
Waseca Plumbing and Heating Co., who recently bought 
out the interest of his partner, Daniel Robbers, has con- 
solidated his business with the Scheid Plumbing and Heat- 
ing Co., of which Emil J. Scheid is proprietor. 

Carroll, Iowa.—Harry Miner has moved his plumbing 
shop to a building on Adams street. 

Springfield, Ill.—The J. A. Van Nattan Hardware Co. 
has succeeded the Greig-Van Nattan Hardware, Plumbing 
& Heating Co. 

Middletown, Ohio.— The Drayer 


moved from its old headquarters on North Main street to 
new quarters along the canal between Central avenue and 








First avenue. 

Hibbing, Minn.—Schirmer Bros. recently purchased the 
business of the Oscar Miller Plumbing and Heating Co., 
and moved the stock to their headquarters on Third 
avenue. Mr. Miller has not announced his plans for the 
future. 

Madrid, Iowa.—tThe firm of Hutton and Lucas, for 
eighteen years in the plumbing business, has been dis- 
solved. Mr. Lucas will continue in the plumbing and 
heating trade, while Mr. Hutton will enter another line 
of work. 


New Trade Literature 


‘Copper and Brass for Better Oil Burner Installations” 
“Copper and Brass for Better Oil Burner Installations’ 

is the title of a pamphlet just issued by the Copper and 

Brass Research Association of New York City. The book- 
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Left to right: A. A. Pettis, Hoffman Specialty Co., Omaha, 

Nebr.; C. E. Hill, Hoffman Specialty Co., Minneapolis; A. 

Stein, Republic Brass Co., Cleveland; C. E. Burton, Iowa 

Falla; C. L. Bailey, Wolwerine Brass Works, Grand Rapids, 

Mich, Photos taken at the convention of the Iowa Master 
Plumbers’ Association 





Plumbing Co. has | 
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PLUMBING 


115 Prince St. SPECIALTIES 
BRASS GOODS 


NEW YORK 









Do you use 
Curtain Bars, 
Duck Curtains 
and Colored 
Curtains ? 
We Have Very 


Interesting Prices 
on these. 





*Rave 






If,jNot On Our Mailing List Write Us ,for a y 
OUR SPECIAL PRICE LIST ~~ \ 


Containing Special Prices For 
THE PLUMBING TRADE On SHOWER 
GOODS—BRASS GOODS and SPECIALTIES 


NATIONAL DISTRIBUTING COMPANY 
115 PRINCE STREET : NEW YORK 


OUR LATEST 52 PAGE SPECIAL PRICE BULLETIN IS 
JUST OFF THE PRESS. Did YOU Get Your Copy? 














A Choice of the Best 


HAT’S what you 

getinrepliesfrom 
a ‘*Domestic Engineering ’’ 
Want Ad. 













Nomatter what your problem 
—if you want a job or a man 
for a job, if you have some 
used equipment to sell or 
want to buy some, if you want 
to know what the leading 
books on plumbing and heat- 
ing are, if you want bids on 
a job—a ‘‘Domestic Engi- 
neering’’ Want Ad will solve 
that problem. 















Domestic Engineering 
1900 Prairie Ave. Chicago, Ill. 
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HINDLEY’S Plumbers’ Helps 





Tank Ell Screw 








It is the easiest thing in 
the world to lose time look- 
ing for small specialties 
upon which bigger work 
depends. With a complete 
assortment of Hindley’s Plumb- 
ers’ Helps in stock ali the time 
you'll save time, money and 
temper. 


Send for our catalog. 


HINDLEY MFG. COMPANY 
Valley Falls, R. 1. 














Telephone: Lawndale 1850 - 1851 


Ingot Brass 


Smelters and Refiners 
High Quality Metals 
Metals made up to specifications. 


R. LAVIN & SONS 


2511-2525 W. 21st St. 


John Hartman, Sales Mgr. Chicago, I11. 











PERKINS 
INSERT 


The Keystone Princ'rle 
(side thrust) has been found 
the most efficient for in- 
serts. The Perkins Insert 
utilizes this princip’e and 
consequently is safe and 
strong. 





BINDING NUT 
KEY ROD 
CEILING UNE 








3° HORIZONTAL 
ADJUSTMENT 





1/2" VERTICAL 
ADJUSTMENT 


\~ 


WOOD SCREWS fF 
TAPERED 
KEYSTONE 

CONSTRUCTION 








HANGER HOOK 


Write for catalog 


JOHNSON-WASHBURN COMPANY 
91 Haverhill Street $2 Boston, Massachusetts 


New England Distributors of Easy Radiator Hangers 











Improved 


“WILHELMI” 
BOILERS 


The construction details of 
The Improved ‘‘Wilhelmi 
Copper Boilers are so strict 
and so closely watched that 
there is no possibility of poor 
manufacture. 


Write for complete details 


HAYES MFG. CO., Makers 


Paterson, New Jersey 
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let describes the various uses of copper and brass in oi! 
burner installations, and gives a series of ten rules to be 
observed in installing brass pipe. Two diagrams show 
typical oil burner installations. 


“The New Developments in Oil Heat” 

Winslow Boiler & Engineering Co., of Chicago, has just 
issued a booklet with the title, ‘The New Developments 
in Oil Heat and Some Modern Ideas of House Heating in 
General.’”’ This booklet, both in appearance and in the 
method of presenting its subject, is unusual. It com- 
prises twenty-three pages, 9 by 12 inches in size, with an 
attractive cover in several colors. ‘“‘The New Common- 
Sense About Oil Heat’’ is the title of one section, while 
another is headed ‘‘What Price Comfort?’’ The develop- 
ment of the oil burner to its present position and its rela- 
tion to the heating industry is presented. A non-technical 
recital of facts about the company’s burner is also given. 
Color is used throughout the booklet in the illustrations 
of buildings in which the company’s oil burners have been 
installed. The booklet closes with chapters on ‘Some 
Questions About the Heating of the Home,”’ and several 
drawings of modernized basements. 


Circular of W. R. Hughes Corp. 
W. R. Hughes Corp., of Trenton, N. J., is sending out 
a folder describing a set of bathroom fittings which may 
be obtained in white or colors. The folder also calls 
attention to a ‘‘colortest’”’ packet giving actual size repro- 
ductions of various colored fixtures, which may be con- 
trasted by the purchaser with the bathroom interior. 


Booklets of National Regulator Co. 
National Regulator Co., of Chicago, has just issued two 





Top row: >» P. Gallup of Woodward-Wanger Co., Oklahom« 
City; John C. MeDavid, Kohler Co., St. Louis. Middle row: 
R. W. Lamkin, Harry Shauman, manager, Frank Delarzere, 
all of N. O. Nelson Mfg. Co., Little Rock. Bottom row: W. H. 
Cash, Standard Sanitary Mfg. Co., New Orleans; A. J. Bell, 
John Wood Mfz. Co., Chiengo; Leo Herrick, Crane Co., Fort 
Smith; L. A. Wheaton, I. L. Roark & Co., Kansas City, Mvo.; 
>» A. Shoemaker, U. 8S. Radiator Corp., Kansas City, Mo.; L. 8. 
Jeffries, Eagle-Picher Lead Co., Joplin, Mo. Photos taken at 
annual convention of Arkansas Master Plumbers’ Association 
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booklets, describing its damper regulators for low pressure 
heating boilers (steam, vapor and vacuum), and for hot 
water boilers and domestic water heaters. Technical de- 
scriptions of the various types of regulators are given, 
and diagrams show methods of installation. Several illus- 
trations are also given. 


Bulletin on Unit Heaters 
Buffalo Forge Co., of Buffalo, N. Y., has just issued its 
Bulletin No. 468 describing two new types of unit heaters. 
The various parts of the heater—heater element, rotors 
and shaft, coupling, casing, bearings and outlets—are de- 
scribed. 


size and diagrams of piping details for steam and return 


Instructions as to choosing the right type and 


connections for gravity system, also numerous tables, are 
included in the bulletin. 


“Banishing the Old Oaken Bucket” 

The Auto-Prime Pump Co., of Cleveland, Ohio, has just 
issued a booklet with the title ‘“‘Banishing the Old Oaken 
Bucket.”’ The advantages of plenty of running water are 
depicted in a series of illustrations, and the company’s 
automatic water pump is described. This pump is de- 
signed for use on the farm, and the many uses of a water 
supply, in addition to uses in the home, are pointed out. 


Booklet of Columbia Radiator Co. 

Columbia Radiator Co., of McKeesport, Pa., is sending 
out a booklet describing its radiation, which is made in 
three-, four-, five-, six- and seven-tube sizes. Table of 
ratings and dimensions for the various sizes are given, and 
diagrams of wall radiation and wall radiator brackets are 
also given. 

Automatic Controls for Heating Equipment 

The Mercoid Corp., of Chicago, has just issued its 

Catalog No. H5, listing its automatic controls for domestic 


CENTRAL TUBE CO. 


GENERAL OFFICES 
FIRST NATIONAL BANK BLDG. 


PITTSBURGH 
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and industrial heating equipment. Thermostats for con- 
trol of air temperature, pressure controls for steam _ boil- 
ers, immersion type controls for hot water boilers, stack 
safety controls for domestic and industrial oil burners. 
combination panel units, etc., are described and illustrated 
in the catalog. 

Circular of Powers Regulator Co. 

Powers Regulator Co., of Chicago, is sending out a 
circular describing a regulator for steam heated hot water 
tanks. Two diagrams are included with the technical 
description. 

Circular of Duo-tor Mfg. Co. 

The Duo-tor Mfg. Co., of Dayton, Ohio, has just sent 
out a circular describing its incinerator and automatic 
storage water heater in one unit. The operation of this 
unit is described and several illustrations and diagrams 
are given. 

Kolder of Unitlow Mig. Co. 

Uniflow Mtg. Co., of Erie, Pa., has just issued a folder 
describing its automatic gas water heater, and an auto- 
matic kerosene water heater for suburban homes or coun 
try estates where gas is not available. <A combination 


gas heater and water softener is also described. 


Folio of Quaker Mfg. Co. 

Quaker Mfe. Co., of Chicago, is sending out a_ folio 
descriptive of its direct mail plan for selling its oil heat 
ers. The folio contains a copy of the company’s catalog 
printed in several colors, and of two circulars which will 
be mailed to dealers’ prospects. It also includes instruc 
tions for making a prospect list, samples of ‘‘work sheets” 
to be carried by dealers’ salesmen, reply cards to be sent 
to satisfied users, and a complete description of a selling 


campaign. 


DECECO 
ALL-CHINA FAUCETS 


WHITE, BLACK AND COLORS 






ITH no plating to wear 
or peel off, and im- 
munity to all acids 

and cleaning compounds 
DECECO ALL-CHINA FAU- 
CETS and FIXTURES, with 
their entire absence of ex- 
posed metal and guaranteed 
unbreakable construction, 
provide everlasting beauty 
and cleanliness, the utmost 
in faucet equipment. 








Your jobber will supply them 
in any type required. Write for catalogue showing the full line. 


THE DECECC COMPANY 


76 BATTERYMARCH ST. BOSTON 

















A New Home Service 


An Automatic Garbage Burner—An 
Automatic Water Heater— Combined 
into one compact efficient unit. 
Every home and apartment dwell- 
ing is a prospect for this double duty 
appliance. 

Write for complete information 

















“The 


Duo-tor Manufacturing Co. 
24 $.Canal St. 


Dayton-Ohio 





 KIELEY 
| Float Valves 


| They are a safe sure 
closing valve with 
Piston Pilot Control. 
Our catalogue ex- 
plains these and also 
Water Feeders and 
Reducing Valves. | 


| | 
| 




















| KIELEY & MUELLER, Inc. 
| 34 West 13th St., New York City 











YAGER’S SOLDERING SALTS 


For 


All 
Lead in handy cans for 
your convenience. —.-% 


Work | 


Write “Dept. D.’’ rns oe 
for sample. 





Soldering and Lead 
Work can be done 
much more quickly 
with Yager’s  sol- 
dering Salts. Put up 


it es 
) SOLDERING 


tiny SALTS 


fea. x” 


























ALEX R. BENSON CO., Inc., Hudsen, New York 
For list of distributors see 1929 McRae Blue Book. 
Sales Agency for Canada: Canadian General Electric Co., Ltd., Teronto and Montreal 


-GERSTEIN 
and COOPER 


The way to be absolutely sure of your range 
boiler installations is to use a boiler that hun- 
dreds of men like yourself have learned they 
can depend upon. Gerstein and Cooper Copper 
Range Boilers are becoming more and more 
popular because they never fail. 














Write for construction details 








COPPER RANGE BOILERS 


GERSTEIN & COOPER CO. 


1 W. Third Street, So. Boston, Mass. 
New York Office: 166 West 72nd St., N. Y. C. 
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A POET’S LAMENT 
The poet's fate in Spring is very bitter 
(Lf he’s to rhyme a line with the rain’s pitter- 
pat, pitter-pats). 
The poet’s fate in Spring ts melancholy 
(If he must rhyme a thought of all the folly 
of women’s hats). 
His fate 1s glad, or sad, betimes, 
But never fix't; 
He’s caught betwix’t 
This mood’s, or that’s, appropriate rhymes. 


—L. N. O’F., Calif. 


BEING FAIR 

The house agent had just informed the prospective tenant 
that the owners would allow no children, phonographs, radio 
sets or dogs in the apartments. 

“Well,” said the house hunter, “we haven’t any of those 
things. But I want to play fair with the landlord. I guess 
you'd better tell him my fountain pen squeaks a bit.” 

—TRADE WINDS. 


IT’S A RULE OF BUSINESS 
Professor (to student): How dare you contradict me? 
Student: Well, I paid for this course, and the customer is 
always right. 


A LYRIQUAL LIMERIQUE 
There once was a man not unique 
Who imagined himself quite a shique; 
But the girls didn’t fall 
For the fellow at ali— 


He made only twenty a wique. 
Brown eyes indicate a weak will, states an oculist. Black 
eyes probably indicate a weak defense. 


A ROSE BY ANY OTHER NAME 

A very dignified lady walked onto the school playing field 
and, using her lorgnette, singled out a youngster nearby. 

“Here, boy,” she said, “can you tell me where my son is 
Algernon Swanker?” 

The boy glanced around the field and 
Stinker, e’mere, yer old lady wants ya.” 

—P. G. N., Chicago. 


shouted: “Hey, 


The usher at the wedding was having difficulty placing peo- 
ple. To a lady with a cold, distant manner, he said: 

“Are you a friend of the groom?” 

“No, indeed,” snapped the lady. “I am the bride’s mother.” 


—THE MELTING POT. 


“SY” SEZ 
When some people pay a compliment they act as though 
they wanted a receipt for it. 


tailroad travel is safer than airplane riding. It’s better 
to get a cinder in your eye than a back yard on your neck, 

They call them the weaker sex, but one woman can hold 
up a telephone line it took seventy-five men to lay. 


Chiffon hose at least give you a run for your money. 
—‘SY” MARTIN, Owensboro, Ky. 


Clubman—lI’ve struck a perfectly priceless idea. I’ve ar- 
ranged to give a man $10,000 on condition that he relieves 
me of all my worries. 

Friend—tThat’s fine, but where are you going to get the 
$10,000. 

Clubman—dAh, that will be his first worry. 


About the only thing the early bird can catch this spring 
is a cold. —L Y T. 
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Bath a Day Movement 


Get m touch with your local association secretary, if you have | 
one, or with your state association secretary if you have no 
local, and ask him whether or not 


there has been an inquiry from your 
city referred to him by Domestic En- | | - 
GINEERING. These inquiries are from | , . | 
school teachers seeking educational Se 

, ' ene , 
material. Having heard of “The OU 


Story of the Bath” they are desirous 














of having copies of this interesting little booklet to use in their OBERDORFER MOTOR DRIVEN 
classrooms. The big number above shows in how many cities CENTRIFUGAL PUMP 
and towns the booklet has been used as supplementary reading : 








in. schools. 


When these inquiries are received, they are replied to | A Remarkable Pump 


immediately and a complimentary copy of “The Story of 





the Bath” mailed to the teacher. The inquiry is then re- | RINE and liquids containing solids 
ferred to the local secretary if there is one, or to the state | are all handled to advantage by the 
secretary, the idea being that he will get in touch with Oberdorfer Motor Driven Centrifugal 
members in the city from which the inquiry comes and . Pump. Used for booster service, supply 
see what can be done toward supplying the school or pumping, as a sump pump, for pumping 
schools with copies of the booklet. refrigerants, and many other uses. 
Where this has been done, some splendid publicity has Capacities up to 2100 gallons per hour. 
resulted for the local plumbing fraternity. Write for full details 
Sometimes an alert master plumber takes up the idea 
and identifies himself with the Bath A Day Movement. M. Hse OBERDORFER BRASS CO. 
In the Plumbing and Heating Merchandising feature sec- 2309 Thompson Road Syracuse, N. Y. 


tion in the present issue you will find the result of a Builders of Pumps Since 1875 


distribution of copies of this booklet to a Kiwanis club 
meeting. 

If you are not familiar with the Bath a Day Move- 
ment, or with “‘The Story of the Bath,’’ write us for par- 
ticulars. 





Qberdorfer Pumps 
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Epigrams—For Your Use 


A sacrifice you are glad to make is seldom a sacrifice. 
® * * 


ae 
t 
e 


man ar _ || The DETROIT No. 50 
A poem in the mind saves stamps— if it is kept there. ps 
‘+ + + > assures satisfaction 


People who think they are good looking support the 


photographers. a NCE you have used a 
. * * ios Detroit No. 59 you will 

‘ , am , r tit errs Le never be satisfied with any 
Go slow, and you won’t have to sit down and rest when of other fire pot. It is unusually 


sturdy in construction and is 
equipped with a conveniently 
located control valve which per- 
mits the flame to be turned very 
low so that the metal can be kept 
at just the right temperature until 
the job is completed. ‘It also has a 
new, powerful burner which 
achieves perfect generation in less 
than a minute and a half, burns 
kerosene or gasoline equally well 
and operates perfectly under any 
weather condition. 


you get there. 
+. + ~ 
A girl may not be able to keep a secret, but she can | 
keep a young man guessing. 
~ ~ 7. 


Most remedies for prejudice seem to be fatal. 
* a * 





Every time a lazy man looks at the clock the longer the 
day becomes. 





* »~ 4 


—— ~ 


There is no place like the home of a young man’s best 
girl. Get more satisfaction and service 3 
out of your next fire pot-—demand | 


a Detroit No. 50. 


* * * 


Successful men have no time to go back and cover up 


their footprints. 
+ * * 


DETROIT 


TORCHES @ FIRE POTS = 


A lawn dress is very appropriate for a grass widow. 


* ” 
. DETROIT TORCH & MPG. CO, DETROIT, MICH 
ae P P c B.S AlderCo - -* S Warren St 
An honest politician might as well be in some other eee oan 2 Bastte Shia. ton Peoncians 
; Cc Gallager + + + bee Sc riestiert oun 
> 7 . 6277 W ashingto , Chicage 
b u SsIness. ye Fe ey, o 415 Metropolitan Bldg — s 


* s o 


Some men would rather lose a friend than the best of 
an argument. 





OP ? 5 + es, by ‘ ae” 2s Jody Pity ty 
Me gs a = ee ‘ Z z +P : 
tt 9 Oh tao ORE, | Sify Be GOs: Ve FO the aks FB soon: % 
aad ; ee Cis pe jah. ai Fa ne a "Mee PL a re, & 
4 Wa IL. so MON ED Say, 7 ee ee & ie ie nn i, MEF 
GT FEE ee OO EO Nig. GR age, 
7 Cs > £49 4 - 4 5 , ane 
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“Comfort costs less witha SP4A7TRNT'S 


Newport! Our heating man Heating Department 


1,702,241. Boiler. John B. Buckley, Los Angele 
Calif. 

1,702,336. Control Mechanism for Pipe Cutters and 
Threaders. Guy M. Causey, Salem, Ore., and Monroe F- 
Miller, Washington, D. C.; said Miller assignor to said 


knew’”’ 





Causey. 
1,702,373. Oil Burner and Operation Thereof. Clive 
M. Alexander, Tulsa, Okla. 


























m —  — 
a ee 
, > <--aeeeneaeieniy 
* SS 
ES 
— 
4 
3 
(~ . = : “ 
5 3 
33 MY _ _ 
= = 
' ‘ 1.702.373 
‘<< HEN we began to build 1 48 : 
our home,” said the 4 nai 
vivacious young matron, 
+6 > > . on 4 " . . _ > 
oa ae = per we do 1,702,492. Self-Opening Die Head. Albert F. Breiten- 
Wi out expert advice. ' , . ; on 
ste Jew Have ‘¢ assignor The Geometric Too! 
sae sieianaisleee But now he swears by our stein, New Haven, Conn., assignor to Ch i 
shows the unique Heating Contractor because Co., New Haven, Conn., a Corporation. 
SS am oe a. in our Newport Boiler. 1,702,529. Refrigerating Apparatus. Clarence Warner 
cip e © = a ewpor > > ~ San P ‘ 
Boiler. You fill the c =~ the house cozy all and Harry B. Hull, Dayton, Ohio, assignors, by mesne 
senaneneiiienanianaaas winter without much care 
magazine ne Ore , “ : mein Frivid: Cor 
than once a day... and Fred delights in telling assignments to rigidaire orp. 
usually two or three our neighbors that he pays 1,702,545. Boiler. Michael F. Moore, Kewanee, III. 
times a week, as the e600 | f he f . 1 ; . . ; 
weather requires. As vs. ess per ton for the fue assignor, by mesne assignments, to Kewanee Boiler Cor 
the fuel burns away we use. ‘ ' . ' 
at the bottom gravity Archi - poration, Kewanee, Ill., a Corporation of Delaware. 
feeds more coal from Architects, veteran Heating con- “19 @Q°9 P - ‘hia , , ‘ > Se T' the 
ahove. An even fire- tractors, and thousands of home- 1,702,693. Radiator Shield. Emil George Hess, To 
hed is maintained na ee eon a tgp te ronto, Ontario, Canada. 
' tne residence heater which in the al seks — , - . 
a ge oe , past 15 years has become the ac- 1,702,754. tefrigeration. Karl Alexander Wessblad., 
sands of satisfactory in te ae ec 9 for modern, easy Stockholm, Sweden, assignor to Electrolux Servel Corpo 
installations have and cheap neating. —T : _ k a Cor ati f Delaware 
proven the soundness The Newport gives better-than- ration, New York, a Corporation o eiaware. 
of Newport-magazine ordinary service because of its 1,702,804. Air Cleaner. Charles A. Winslow, Vallejo, 


feed-heating better-than-ordinary design. Its 






































magazine feed ensures health- Calif. 
ful, even heating with negligible 
boiler attendance. In average win- 
ter weather the magazine needs 
‘. A size for every filling but two or three times a —w ~<a 
\ need, Bungalows week. (See diagram at left. ) oe et NN S91 : 
\ a | ee if ; PAA SS ine 
.% Homes, Apart- Even more vital to the family —d i i} wT & 
\e uae“ and — man with many financial obliga- ee As mere a ty 
\= Ve , ae og ‘ wot tions is Newport economy. Utiliz- + mapa | ( ty: f f . ’ malt 
Vu apo : / ing No. | Buckwheat and adapt- . fe] H. BB ae 
\<- Water systems. . ; SS | ‘aat . 4 i 
\ %, able to several other cheap fuels, =-4| (S= St ; 4 . 4 
i oa a Newport will positively reduce = ae LA 
\= the annual fuel bill 30 to 50° | = 4 li 
\ = . ‘ 7 4 ' } ; y 
ye Newport's missionary work with ‘ip 1 “4 Pe 
\% home-owners and builders isdraw- “Aq > , 
ys ing inquiries from hundreds of i 
Ae interested prospects. Some of 
\= these are in your territory. Send ’ oad = 
. i the coupon for an outline of our o —-1 7 eg T) ———-— en 
Vc 1929 sales plan and see how New- ; oS i | ame gy" 
1% port helps you to get a lot of Tae 
* P profitable business. 
a4 
, ' \ = : oan , 
NEWPOR' Vc NEWPORT BOILER COMPANY oe a ples , 
one { ee ‘\ ZS Dirtsion, Hart-Parr ¢ ompany 
529 S. Frankl , m a ‘taj 7 - re ‘ . ; ' , Tort 
St.. Chicago Ye 929 S. Franklin St., Chicago 1.702.815. Portable Vise. Charles H. Cothran, Fo! 
I'm interested in your Cobb, Okla. 
1929 selling plan 1,702,870. tadiator Ineclosure. Irving Jackson, New 
York, N. Y. 
1,702,929. Process of Combustion. James L. Brees: 


Jr.. Chicago, Ull., assignor to Oil Devices Corporatio! 
. Chicago, Ill., a Corporation of Illinois. 
ari “i Pee ee me 1.702.943. Coupling. John H. La Londe, Jacksonvill: 


Distributors in all Principal Cities U.S. and Canada | Fia. 
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1,702,936. Liquid-Fuel-Burning Apparatus. Albert B. | 
Frenier, Chicago, Ill., assignor to American Nokol Co., | ) Our New Catalo £ 
Chicago, Ill., a Corporation of Illinois. g- 

1,702,979. Automatic Regulation of Steam Heating 
Svstems. Edward S. Porter, Washington, D. C. 

1,703,057. Tube-Welding Machine. Worthy C. Buck- 
nam, Jersey City, N. J., assignor to The Linde Air Prod- 





Our new catalog No. 94 has many 
real suggestions to show you how 
you can make Money with the 
Gorton Single Pipe Vapor Heat- 


ucts Company, a Corporation of Ohio. 




















|= = unc 





I=oHwon| 























: ing System. It will be well worth 
’ F ‘at your while to have it in your files. 
ye | | : Send For It Today! 
f “| | | 
ee SE GORTON HEATING CORPORATION 
‘ aaa Manufacturers - - Established 1887 
_ es 96 Liberty Street New York City 
eet al | Fe | 
Sasgy oo. ~-—~.| In colors to harmonize 
Ta tae tt F to - 
with modern 
T S 
1,704,741. Automatic Die. James Hartness, Spring- bath oOoms 





field, Vt. | 

1,704,846. Method of and Apparatus for Electrically 
Welding Pipe Couplings in a Continuous Operation. Rich- 
ard Stresau, Wauwatosa, Wis., assignor to A. O. Smith 
Corporation, Milwaukee, Wis., a Corporation of New 
York. | 

1,704,848. Thermostatic Radiator Trap. William S. 
Valmore, Mansfield, Ohio. 

1,705,106. Temperature Control. Charles L. Bastian, 
Chicago, Ill., and Ralph L. Farnham, Grand Haven, Mich., 
assignors to The Bastian-Blessing Company, Chicago, IIl., 


HANSON 
WEIGH MASTER 


BATH ROOM SCALES 





You always make more 
money on Hanson Scales. 
Send for literature. 


HANSON SCALE COMPANY, *°);A¢85¢ 

















a Corporation of Illinois. 
1,705,213. Oil Burner. Frank P. Springstead, Bartles- 
ville, Okla. 


MORE PROFIT in 


the job when you’ use 


TU-BU-LUR 
RADIATOR BRACKETS 


Every way you look at it, Tu-Bu-Lur Radiator 
Brackets show you a better profit With this 
simple bracket, installation costs are cut to a 
minimum. You save on time and labor and still 
get a perfect job With only one style in three 
sizes, the Tu-Bu-Lur fits every make and type of 
tube radiator It is a universal bracket [is 








tributed by the United States Radiator Corpora 
tion. Sold by all leading jobbers 








Manufactured by the 
LITTLE GIANT MFG. CO. 
1917 Nicollet Ave. 
MINNEAPOLIS MINNESOTA 





























ipe Joint Cement 
1,705,240. Pipe-Threading Machine. Frank Devine, Dry Pipe Ol e e 
Philadelphia, Pa. | 
1,705,310. Automatically-Operated Oil Burner. Lewis *AMERICAN SEAL” 


?. Rollins and Harry R. Banks, Dumont, Iowa, assignors 
of one-fourth to Lee C. Robinson and one-fourth to George ‘American Seal’ Dry Pipe Joint Cement will 
(. Ford, Hampton, Iowa. absolutely prevent pipe joints from leaking 
Mixed with oil, it is not affected by heat or 
ledo. Ohi cold so that joints may be easily uncoupled at 
ie cree any time without injury to threads. 
1,705,527. Apparatus for Controllably Regulating Tem- 
perature. John M. Larson, Chicago, Ill., assignor to Na- 


tional Regulator Co., Chicago, Il. The William Connors Paint Mfg Co 
2 . 


1,705,642. Steam Trap and Valve. Max Paul Miller, 
TROY, NEW YORK 


Waban, Mass., assignor to W. D. Cashin Co.. soston, 


1,705,498. Thermostatic Valve. Nelson J. Quinn, To- 


A big time saver — use iit. 





Mass., a Corporation of Massachusetts. 
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FAMOUS USERS OF by 


KEWANEE@ 

















= % 








HIGH PRESSURE 
ry 


4 WATER SYSTEMS 
DEL-MONTE 


More proof that only a Kewanee will do. Back 
in 1919, the California Packing Company, 
Merced, California, packers of famous Del- 
Monte Brand food, installed a Kewanee High 





tk Pressure System at their Mt. Eden factory. 
YF Since then two other high pressure units have 
| Eee been installed in other parts of their factory. 


Today—all are ‘‘going fine.”’ 


From modest bungalow to large estate there is 
a Kewanee High Pressure System to suit every 
need. Over 200 models of High Pressure water 
supply, electric light and sewage disposal plants 
are made by Kewanee. Also a full line of 
Centrifugal Pumps and Deep Well Turbines 
is from the small $69.50 outfit to those which fit 
. wells from 12 to 36 inches in diameter. 


Kewanee will show you how to save dollars and 
trouble. Write for data. 


KEWANEE PRIVATE UTILITIES COMPANY 
417 So. Franklin St. KEWANEE, ILL. 
DEALER CORRESPONDENCE INVITED 
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Just a Block or Two 
from Everywhere 


HE Hotel Hollenden is ideally 

located for the convenience of the 

visitor whether he is in Cleveland 
on business or pleasure. Within a 
block or two of the Hollenden will 
be found the leaders in pratically 
every activity of the city. Just a block 
or two away are the theatres, the 
shopping centers, the banks, the 
Public Auditorium and the principal 
office buildings. Located right in the 
heart of things, the Hollenden has 
for decades served the requirements 
of the most discriminating visitors. 


You are cordially invited to 
make the Hollenden your home when 
you are away from home. The Crystal 
Dining Room and the Hollenden 
| , Coffee Shop offer a variety of good 
= eating places. 

1050 Rooms - 1050 Baths 
300-Car Fireproof Garage 

Rates $3.00 upwards 


Lefol8salefol Vo wsa salesfolsoltielefalsre1ossiori, 


lio 


r 


ie) 
I 





2) 


| - THEO. DEWITT, Vice Pres. & Gen. Mgr. 














Plumbing Department 


77,934. Washstand. Carrie G. Burbank, Oakland 
Calif. 

1,702,256. Water-Softening Apparatus. Walter H. 
Green, Chicago, Ill., assignor, by mesne assignments, to 
General Zeolite Company, Chicago, Ill., a Corporation of 
Illinois. 

1,702,257. Method of Softening Water. Walter H. 
Green, Chicago, Ill., assignor to General Zeolite Company, 
Chicago, Ill., a Corporation of Illinois. 


























= 
1,702,767. 














1 . 102,635 \ 








1,702,560. Water Dispenser. David H. Ebinger, Colum- 


| bus, Ohio, assignor to The D. A. Ebinger Sanitary Mfg. 


Co., Columbus, Ohio, a Corporation of Ohio. 
1,702,580. Cut-Off Attachment for Faucets. William 


_L. Thaete, Denver, Colo., assignor to Thaete Automatic 
Valve Corporation, Denver, Colo., a Corporation of Colo- 


rado. 

1,702,635. Safety Mat for Bathtubs. Amalia Hasa- 
lone, San Francisco, Calif., assignor of one-half to Tony 
Scarpel, San Francisco, Calif. 

1,702,767. Electrical Water Purifier. Thomas J. Cur- 
tis, Los Angeles, Calif. 

1,702,975. Drip-Cup Attachment for Spigots. Chester- 


| field G. Marhoff, Chicago, Ill. 


1,703,041. Means for Unoiling Sewage or Sludge. Kar! 


Imhoff, Essen, Germany. 












































1,704,878. Junior Toilet Seat. Frank A. Bell and John 


| KF. Love, Englewood, Colo. 


1,704,807. Automatic Water Heater. George Robert 


| O’Neal, Washington, D. C. 


1,704,925. Water-Softening Apparatus. Edwin A. 
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Robertson, Lake Wawasee, Ind., assignor, by mesne as- " 
| 


signments, to The Permutit Company, New York, N. Y. 
1,704,982. Water-Softening Apparatus. Lynn G. Lind- Y ‘Bead Relief Valve 
“Aalith chick 


say, Minneapolis, assignor to Trupar Mfg. Co., Dayton, O. 
1,704,950. Shower Valve. Emil Price and William 
A. Pfister, Los Angeles, Calif. 
The only relief valve with an external phos- 
phor bronze spring. Can be adjusted at any 
pressure required on the job; when maximum 


pressure adjustment is reached, you will hear 
the Nelson Relief Valve click. 








ESTABLISHED 1894 


THE STACK HEATER COMPANY 








Ask your ae STACK k. 
e AS WATER HEATERS — A f 
jobber .REAT NTERCHANGERS, "SO ieseny sSteae 
or 
Tw RUNORE oF STUART STREET 
write us. BOSTON 2967 
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In order that you will 
be conveniently sup- 
plied against hurry or 
emergency calls, and 
so that you can store 
them more easily, these 
Brass Nipples come 
inconvenient sized 
cartons. 
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1,705,343. Float Valve. James M. Teahen, Detroit, 
Mich. 

1,705,367. Flush-Tank Valve. Albert H. Kennedy, 
Rockport, Ind. 

1,705,382. Water Heater. John A. Tyler, Los An- 
geles, Calif. 


Order a carton by name 
from your jobber today 











1,705,404. Faucet. Samuel Lars Hedberg, Chicago, NN 3 —— —~ B. D. BALLANTINE 
Ill. ee 10 Main St. 
Fitchburg, Mass. 
1,705,417. Electric Water Heater. Charles F. Rogers, : ee 








Jacksonville, Fla., assignor to Electromatic Manufactur- 
ing Company, Inc., Jacksonville, Fla. 

1,705,469. Back-Pressure Floor Drain. Edward W. 
N. Boosey, Detroit, Mich. 

1,705,589. Process of Softening Water. Stanley A. 7 
Sanford, Shaker Heights, Ohio. The steps in the process Big enough—Small enough 
of softening water which consist in mixing with raw — Good enough for any 
water a chemical mixture containing barium-fluoride to job. Built right Sold right 
precipitate the bases which cause temporary and perma- —Priced right : Works 
nent hardness without the use of any additional coagu- right. Ask your jobber or 
lating chemical. 

1,697,845. Soldering Material. John Herbert Adams, 


write us for complete speci- 
fications and prices. 


Chicago, Ill., assignor to Western Electric Company, In- The Celina Mig. Co. All sizes—for 
corporated, New York, N. Y., a corporation of New York. Celina - Ohio every disposal 


Write today problem. 


A new article of manufacture, comprising an enamel- Jobbers wanted 
removing flux core consisting of 1 part naphthalene and 
2 parts rosin, covered by an extruded soldering material. 














® 
George A. Chatfield 
George A. Chatfield, senior member of the firm of Chat- Going tO - 
field & Sharp, plumbing and heating contractors, James- PHILADELPHIA 
town, N. Y., died at a hospital in that city following a : 
serious operation. He was in his seventy-third year. Mr. 
Chatfield was born in Brantford, Ont., Can., and after 
completing his education began work in the plumbing A DISTINGUISHED 
shop of his father, later going to Montreal, where he fol- HOTEL 
lowed the trade for some time. In 1883 he came to 
Jamestown, and in 1886, in partnership with the late John fortably iuxurious hotel es 
Conway, founded the firm of Conway and Chatfield, plumb- is styled to meet the re- (arw ] ch 
, ; quirements of a select 
ing and heating contractors. Four years later Mr. Chat- transient patronage. _— 
field bought out the interests of Mr. Conway and continued scAltractively Reasonable Rates “ea 
the business under his own name. In 1913 he took into Affiiated in New York with 
partnership with him Flod H. Sharp, and under the firm @ ae iaas RITZ TOWER | 
hame of Chatfield and Sharp the business has been con- The WARWICK The WESTBURY 














ducted for the past 16 years. 
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i LAZIFIED 


8 cents for each word including heading and address. Count seven words 
for keyed address. Minimum 2.00 for each insertion. One inch $4.00. 


































































































































Situations Open Lines to Handle Lines to Handle 
WAN T E D — AN EXPERIENCED 
sulesman, by Indiana job ber, for Cen- R di Ft »§ i It 
; tral and Northern Indiana. Applica- Boilers - a iators- urnaces- pec a ties 
-* tions will be treated as strictly 
; confidential, Please give us full in- 
ormation Address Key 346, “Domes- 
: lic Engineering,” 1900 Prairie Avenue, | §& BELLING REPRESENTATIVES WANTED 
, : (*hicagro 
’ LEADING BOILER AND RADIATOR 
; manufacturer requires services of . . ’ ° 
two branch managers and salesmen for We seek selling agencies or manufacturers’ representatives to 
be % » ° Ohio territories and Pittsburgh. kx- . ° ° 
| salina gemertenitios tir Ghanian than. handle our present interests and develop them especially in Southern 
Address Key 334, “Domestic Engineer- . 
con® SORE tenia amma Mikasa New England, part of Jersey, and Southeastern Ohio. If you are 
, SALESMEN—AN OLD ESTABLISHED | located in territory other than this, perhaps arrangements can be 
house making a full line of plumbing , ° ° 
é specialties in brass, leather, rubber, | made for you to take over the territory you are now handling. 
po, ete., could use local representatives in 
the principal cities of the United States Our salesmen know of this advertisement for they will work with 
to sell their line, either whole or part ; : i : 
time, on a straixht commission basis. you in the development. The chance is open to connect with a line 
A very liberal proposition wi ull set- is . 
tlement at end of each month. This is | of complete heating equipment that can be made very profitable 
ih a high-grade line, with many exclusive 
items Will bear the closest investiga- for you. 
tion We will not consider anvone who 
, does not at present have a trade ac- - seceoe ' 
» quaintance in their respective city. If 
Pc. . you are a resident of one of the larger A DD RES ~ K E Y¥ 4X 49 + 66 D OMESTI Cc ENGI NEERI NG 99 
. cities and have a following among the 1900 Prairie Avenue CHICAGO 
ae es we can put you in a 
position to make good money, providing a — , , ee : 
;: ome ee en en —— gneve entities Wensed 
; | a ee oe a WONDERFUL MONEY-MAKING SIDE- 
" - ‘ . . - nnanitin . : 9 a J 4 4a J a A + 4 + x ® 4 
in strict confidence. Address, stating Reputable manufacturer’s agents line or exclusive proposition for 
qualifications, etc., Key 902, “Domestic salesman calling regularly and direct 
Engineering,” 1900 Prairie Ave.. Chi are wanted to represent prom- on plumbing dealers. Communications 
cago, Ill. inent manufacturer of quality strictly confidential. KO! L-L ES 
REPRESENTATIVES WANTED IN Pj Ni les sold direct to HEATER COMPANY, Geneva, Illinois. 
leading cities to handle highest grade so bi PP dh ti oer 
ne line of radiator shiclds and radiator plumbing an eating contractors. = : 
, cabinets. Our representatives earn . . ° 
$500.00 to $1,000.00 per month the year Several desirable territories are For Sale 
around, above expenses Full selling t : edi t asia 
plan furnished. Address Key 206, “Do- now open or imm late repre- . . : — : 
marie tineincering” 1800 Prairie Ave. | sentation. Proposal is liberal | Po! Sis 1NcopronaTen puuay, 
’ | : — commission plan with complete hac 20) — og ® ene De 
° ° . ° ° ° susSiIness laSt year 900, ‘ uSta ishnec 
. Situations Wanted protection in territory assigned. 7 years at present location. Or will 
corey amr ; nee R > : : . " take a good mechanic as working part- 
SITUATION WANTED GENERAL, SU- In replying give lines now han ee, Meth Gee, ee 
. | perience in all branches of the manu- dled and exact territory covered. ee ae 
. Re Psp Ee ae fs 7 : ’rairie Avenue, Chicago. 
os isa (ot oe rs ag ale — Confidential. Address Key 284, 
4 rererences ; care - es » ; ) es bs e e . 99 2a - 
tic Engineering,” 1900 Prairie Avenue, Domestic Engineerimg,’”’ 1900 
oe | vn nnn ima — _—___—__— Prairie Avenue, Chicago. WANTED —-PARTNER TO BUY HALF 
?'S PLUMBERS FOREMAN ANID ESTI — interest in an old established vapor 
, mator, with twenty vears’ experience i NGINE KR — PLUMBING, HEATING, and steam specialty business. Machin- 
, open for position on a straizht salary ventilation estimator, Supt. Designer ery and stock on hand about $7,000.00. 
or commission basis References fut and Master Plumber interstate work Also valuable patents. Party buying 
nished. California location; coast town specialized. 19 years’ experience. A-] sume to take full charge as I have 
preferred Address Wev 347, “Domes reference. Address Key 326, ‘“‘Domestic other interests. Address Key 34, “Do 
+ tie Engineering,” 1900 Prairie Avenue, Engineering,” 19v00 Prairie Avenue, mestic Engineering,” 1900 Prairie Ave 
‘ Chicago Chicago. nue, Chicago. 
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Sewer — raiflz S Use DESOLVO whenever you want to clean a sewer or drain. It ; 
ig « [ NS goes right through—quickly and there is absolutely nothing in it to < 
‘ . ° . y 
*. | pe Cleane ¢ harden in the pipes or damage them in any way. Try a can on your 
(maiming sopium wypROKiot) = —— < next job. 
THE C on any - . J maT FRaer: 
? ( HAMBERLAIN COME” SISSIES SSL SSE SSSI SLES ALESIS BURGH, PENNA. 
.. ITTSBURGH. i 
| THE CHAMBERLAIN COMPANY, tren oc etait 
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